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INTRODUCTION 

The recent development in the field of gas- 
driven motors has been so unusually rapid, cover- 
ing such a great variety of forms and practical 
applications, that it seems at present to hold the 
most prominent place in the attention of engi- 
neers and inventors, as well as of the non-techni- 
cal public. It is hardly necessary to enumerate 
the various engineering improvements that were 
brought about by the perfection of the modern 
gas engine. It is sufficient to point out that the 
automobile, the motor-boat and the aeroplane, 
were made possible in their present form of al- 
most general successful use due to the develop- 
ment of the modern gas motor. 

The steam engine has a distinct field of applica- 
tion for the heavier power-consuming devices such 
as power plants, hoisting engines, railroad trains, 
etc., due to the low cost of fuel in certain locali- 
ties, and its capacity for large and continuous out- 
put of energy. But for small and intermittent 
power the gas engine has a decided advantage, 
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since the fuel is applied here directly to the work- 
ing medium without the loss of heat through the 
intervening air and metal, and without thjB need of 
a separate furnace and boiler, thus avoiding all 
the preliminary losses in power before the working 
fluid reaches the engine. Where an independent 
source of power is required, as is the case with 
motor-driven vehicles, the gas motor seems, for 
the present at least, to be the only source of power 
that has met with practical success. Its superior- 
ity lies in the fact that it needs less attenion, it re- 
requires less space, it can develop its power very 
quickly, and it operates at a higher rate of effi- 
ciency. 

The present limitations in the working efficiency 
of the gas engine are due primarily to the mechan- 
ical difficulty in varying the length of each stroke 
of the cycle in order to bring it closer to the ideal 
conditions for complete expansion; also, to the in- 
ability of the cylinder metal to retain its mechani- 
cal strength at the higher temperatures required 
for a perfect cycle. There are many other losses 
in the present gas motor due to imperfect methods 
of mixing and regulating the gas to insure com- 
plete combustion ; also, to the difficulty of obtaining 
the proper temperature and pressure at the in- 
stant the gas is exploded, and to the wasteful 
effects of back-pressure during exhaust. These, 
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and many other minor features have been consid- 
erably improved in the numerous recent designs, 
and these are changing at such a rapid rate of 
progress that what seems standard practice at 
present will probably be out of date in a few years' 
from now. 

On account of this rapid stride in development 
of the gas motor, it was iound inadvisable to dwell 
in this book too closely upon the minute details of 
the great number of engines and their accessories 
now on the market, as such books are numerous, 
and their usefulness is of a temporary nature, 
since the detailed information given in them soon 
becomes obsolete and misleading. Such familiar- 
ity with actual details could best be acquired first- 
hand, by practical experience in operating and 
repairing these motors. 

On the other hand, to treat the subject from a 

theoretical point of view would limit the use of 

this book to a few highly trained specialists, who 

have ready access to the many excellent tech- 
nical books dealing with the theory of gas engines. 

The author has therefore attempted to make 
this a practical book, by adhering to the funda- 
mental principles rather than to details ; by avoid- 
ing the use of any technical terms without clearly 
defining their meaning ; and, finally, by illustrating 
these general principles with concrete examples 
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of the most recent applciations of the gas engine 
to stations :y power plants, motor-vehicles and 
aeroplanes. 

It is hoped that with such a treatment of the 
subject, this book will perform a useful service to 
the beginner as well as to the experienced oper- 
ating engineer by making the study and operation 
of the gas motor both interesting and profitable. 

The questions given after each chapter will be 
found of considerable help in reviewing the sub- 
ject-matter and for purposes of instruction. The 
correct answers to these questions will be found 
at the end of each succeeding chapter, and it is 
suggested that these should be used as a check 
of the student's work. 

MAX KUSHLAN. 

Chicago. Ill 
January. 1918 

PREFACE TO SECOND EDITION 

This edition has been carefully revised and improved by 
correcting all the typographical errors and fnserting some 
necessary changes in the text and illustrations to make the 
subject matter clearer. In general, the book has not been 
materially changed from the first edition, as the author was 
encouraged to leave the text and exercises in their original 
form by the numerous opinions from the readers, students 
and instructors who have found this arrangement and method 
of the treating the subject suitable for the purpose intended; 
namely, to convey the principles of gas engineering to the 
practical engineer and the layman without the use of higher 
mathematics. 

The author gratefully acknowledges the valuable assistance 
of Prof. Joseph G. Branch in preparing the material for the 
first edition and making corrections for the revised edition. 

The Author, 
Chicago, August, 1918. 
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CHAPTER I. 

ELEMENTARY THEORY 

OF 
INTERNAL COMBUSTION ENGINES. 

The term "Internal-Combustion Engine" applies 
to all types of prime movers in which heat is 
transformed into mechanical work by burning the 
fuel directly in the working cylinder, to distin- 
guish them from engines receiving their energy in 
the form of pressure generated outside of the cylin- 
der. To the first category belong all types of gas 
and oil engines. To the second class belong the 
steam engine and the air engine in which the 
heated air is kept separated from the fuel. 

In order to clearly understand the action of the 
internal combustion engines in generating their 
heat and transforming it into mechanical power, 
we must first learn the fundamental principles 
underlying the generation and utilization of heat 
as a working medium. 

HEAT AS A FORM OF ENERGY. 

All the known forms of energy, such as mechan- 
ical work, electric power, chemical activity, etc., 
can readily be transformed into heat. In fact, 
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2 THE GAS MOTOR 

whenever any of these forms of work are 
used for practical purposes in any process, the so- 
called "wasted" energy usually appears in the 
form of heat. By the term "wasted" energy we 
mean that portion of the work that is used up for 
purposes which are not of any practical value to 
the particular process on hand, and are therefore 
considered as losses. 

Thus, when a moving object meets with fric- 
tional resistance there is a certain amount of heat 
generated in the moving body and in the resistinjer 
material; when two bodies strike one another 
with any appreciable velocity the force of their 
impact is partly absorbed by a definite amount of 
heat. 

The change from electric power to heat takes 
place mostly by the heating of the conducting 
material through which an electric current is pass- 
ing, caused by the resistance of the conductor to 
the flow of current. 

One of the most common methods of generating 
heat, which is of special interest to gas engineers, 
is the release of heat energy stored in various sub- 
stances by means of chemical combination, such 
as the action of an acid upon a metal, or the burn- 
ing of fuel, which is really a rapid chemical com- 
bination of the hydrogen and carbon contained in 
the fuel with the oxygen of the air. 

In all the above cases we find that the various 
forms of energy are easily changed into heat; but 
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the reverse process does not take place so easily, 
i. e., it is much harder to convert the heat back into 
mechanical, electrical, or chemical energy. 

The transformation of heat into mechanical 
work is accomplished by expansion of the par- 
ticles of the working medium to which heat is 
supplied. In case the working medium is a solid 
or a liquid substance, the expansion caused by 
heat is relatively small on account of the strong 
adhesive force between the particles of these 
substances. In case heat is added to a gas it will 
expand very rapidly; and if this gas be confined 
to a closed vessel restricting its expansion, the gas 
will exert a pressure upon the walls of the ves- 
sel proportional to the amount of heat supplied to 
the gas. This is the general theory of the action 
of steam or gas upon the piston of an engine used 
to convert heat into mechanical power. 

HEAT UNITS. 

There are no instruments in existence for meas- 
uring the quantity of heat directly. But the 
intensity of heat, or its temperature, is read- 
ily measured by means of instruments called 
thermometers. The temperature of a substance 
does not serve as a measure of its energy, 
but is merely an indication of the condition of its 
heat in the same manner as the height of a column 
of water does not measure the quantity of water, 
but indicates the unit pressure upon its supporting 
surface. 
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The two principal types of instruments used at 
present for measuring temperatures, are the Fah- 
renheit and the Centigrade thermometers. 

In the Fahrenheit thermometer the range in 
temperature between freezing and boiling of 
water is equally divided into 180 degrees, the 
freezing point is marked 32, and the boiling point 
is located at 212 degrees. A temperature of 50** F. 
(50 degrees Fahrenheit) means that it is 50 de- 
grees warmer than zero, or 18 degrees above 
freezing, on the Fahrenheit scale. 

In the Centrigrade thermometer the range be- 
tween freezing and boiling is divided into 100 
degrees, the point of freezing being marked 0, and 
the boiling point 100^ so that a temperature of 
50° C. (50 degrees centigrade) indicates that it is 
50 degrees warmer than freezing on the centi- 
grade scale. 

Since every Fahrenheit degree is equal in length 
100 5 

to or — of a Centigrade degree, a given num- 

180 9 
ber of Fahrenheit degrees above 32 multiplied by 
5 

— will give us the corresponding number of Cen- 
9 

tigrade degrees. This rule can be expressed by 
the formula : 

5 9 

(F— 32) X — = C, and C X h 32 = F., 

9 5 
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where F and C represent the number of degrees of 
Fahrenheit and Centigrade respectively. 

The quantity of heat supplied to any material 
in raising its temperature depends upon, the fol- 
lowing three factors: 

(1) Its weight, measured in pounds. 

(2) The natural capacity of the substance for 
absorbing heat, known as its specific heat, meas- 
ured in heat-units. 

(3) The temperature gained by the addition 
of heat, measured in degrees. 

Water is usually taken as the standard sub- 
stance with which all others are to be compared. 
Its specific heat is therefore considered equal to 
1.0, and the amount of heat required to raise one 
pound of water one degree Fahrenheit is taken as 
the standard unit of heat, called the British 
Thermal Unit, usually written B. T. U. 

Using the French, or Metric system of meas- 
ures, the standard unit of heat is the calorie, which 
is the amount of heat required to raise one kilo- 
gram of water one degree centigrade. 

The amount of heat required to raise any sub- 
stance to a higher temperature is equal to the 
product W X S X T, where W is its weight, S is its 
specific heat, and T the number of degrees raised 
due to the addition of the heat. 
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THE MECHANICAL EQUIVALENT OF HEAT. 

The conversion of heat into mechanical power, 
and vice versa, of mechanical energy into heat, 
has a definite relation. The mechanical work per- 
formed by a physical body depends upon two 
factors : 

(1) The force which the body has to over- 
come in performing the work, measured in 
pounds. 

(2) The distance through which the body 
moves in opposition to such a force, measured in 
feet. 

The amount of work done in resisting the force 
of one pound through a distance of one foot is 
the standard unit of mechanical energy, and is 
termed one foot-pound, usually written Ft.-Lb. 
In raising 10 lbs. five feet from the ground we per- 
form 50 ft.-lbs. of work. 

The mechanical equivalent of heat is the num- 
ber of foot-pounds of mechanical energy which is 
required to generate one unit of heat. From 
numerous experiments it was found that one 
B. T. U. is equivalent to 778 ft.-lbs., which means, 
that assuming no losses, it will take 778 ft.-lbs. of 
work to heat up one pound of water one degree 
F., and that one B. T. U. will generate sufficient 
power in an ideal engine to perform 778 ft.-lbs. of 
work. 
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HEAT VALUES OF FUELS. 

The heat value of a .fuel is the amount of heat 
generated by a definite weight of this fuel when it 
is burned under the most favorable conditions. 
The process of burning or combustion consists 
in combining chemically the carbon and hydrogen 
contained in all fuels with a sufficient quantity of 
oxygen contained in the air. In general, the com- 
bination of any elementary substance with oxygen 
is termed oxidation ; and the rate with which this 
combination takes place determines the nature of 
the process, and the quantity of heat that is avail- 
able for useful work, before it escapes to the sur- 
rounding objects. 

The most rapid rate of oxidation, taking place 
almost instantaneously, is called an explosion, 
which is the most efficient method of generating 
heat from a fuel, since the heat created at the 
highest available temperature of that fuel has no 
time to escape and is almost entirely available for 
useful work. All internal-combustion engines 
operate on this principle. 

In order to obtain from any fuel the greatest 
possible amount of its heat, which is known as its 
heating or calorific value, we must fulfill the fol- 
lowing three conditions : 

(1) The supply of oxygen must be sufficient 
for a complete combustion, so that none of the 
elements of the fuel are wasted. 

(2) In the case of a gas, the fuel must be 
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under preMure, in order to bring the particles 
closer, so as to reduce the space in which the ex- 
plosion takes place to a minimum. 

(3) A very small portion of the fuel must be 
raised to a temperature high enough to start 
the combustion at a rapid rate, after which it will 
quickly spread through the rest of the fuel. 

The heating values of common fuels are deter- 
mined experimentally by means of an apparatus 
called a calorimeter in which a definite quan- 
tity of the fuel ia supplied with a proper amount 
of oxygen, which mixture is tightly closed in a 
metallic vessel, after which it is exploded by 
means of an electric spark. The heat generated 
ia accurately measured by immersing the vessel in 
a definite quantity of water of known temperature 
and noting the rise in temperature of the water 
due to this heat. In this manner were determined 
the calorific values of the fuels given below in 
Table I. (Properties of Gas Engine Fuels.) 

EXPLOSIVE MIXTURES OF GAS WITH AIR. 

The quantity of air necessary for the complete 
combustion of a given fuel depends upon the heat- 
ing qualities of the fuel, as well as upon the pres- 
sure and temperature at which combustion takes 
place. 

In the first place, since the atmospheric air is 
made up of one pa rt QlflJtyg en and about 3.8 part.^ 
L of nitrogen, ii^d^lHBHMUfe about 4.8 timi^^ 
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as much air to burn a certain fuel as the theoret- 
ical quantity of oxygen required for combination 
with the carbon and hydrogen contained in it. 

To determine the proper mixture, by volume, 
for the efficient explosion of air with a certain 
gas, we must therefore know the exact chemical 
analysis of that gas and the proportion of the vol- 
ume of oxygen taken by each constituent element 
of the gas. Then the total volume of oxygen re- 
quired for all the elements of a unit volume of the 
fuel will give us the proper proportion of oxygen 
needed. This value should be increased about 4.8 
times to determine the theoretical proportion 
of air and gas for a perfect explosion. A fuel 
containing a greater number of the so-called 
hydro-carbonsy or substances made up of 
hydrogen and carbon, will have greater calorific 
vralues, since those elements by their oxidation gen- 
erate the heat of combustion. Such substances are 
termed rich fuels, and these will evidently 
require more air for their combustion than the 
lean fuels having lower heating values. 

By examining the Table of Fuels (Table No. 1) 
we find that such is actually the case. 

The theoretical proportions of air required for 
explosive mixtures with the various fuels, are 
usually increased in actual practice. This is due 
to the fact that our present methods of mixing are 
imperfect and, in order to prevent wasting the 
fuel, we must provide a greater quantity of air so 
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measured by the Beaumfi Hydrometer. 
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Table No. 1 
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that every particle of explosive material receives 
its proper amount of oxygen. The actual propor- 
tion of air is also influenced by the practical condi- 
tions of pressure and temperature at the instant of 
the explosion. We will find in the table giving the 
properties of fuels that the actual volumes of air 
required to burn one cubic foot of any fuel are 
much greater than the corresponding theoretical 
values. 

TEMPERATURE AND PRESSURE REQUIRE- 
MENTS. 

We have so far assumed that the fuel possess- 
ing a greater heating value will serve as a more 
efficient material for combustion. According to 
this theory, a rich fuel is more efficient than a 
lean fuel. In actual practice we find this 
superiority of rich fuels to be considerably re- 
duced on account of the following conditions: 

(1) Since the richer fuel requires more air 
for complete combustion, the explosive mixture 
made up of such a gas contains less combustible 
material per stroke than would be admitted with a 
smaller proportion of air, so that the actual calo- 
rific values of the various explosive mixtures are 
more nearly equal. 

(2) The working efficiency of the mixture de- 
pends upon the rate of its burning, termed the rate 
of flame propagation^ which is increased in 
a gas by compressing it before ignition. The rich 
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fuels cannot be compressed as highly as lean fuels 
on account of the rapid rise in temperature which 
is developed during compression, tending to ignite 
the richer gas more readily before the proper time 
for explosion. As a result of this, the richer fuels 
must be operated at lower pressures, thereby los- 
ing some of the advantages of a higher rate of 
flame propagation that are made possible with 
leaner fuels. 

This apparent discrepancy between theoretical 
and actual heat-values of fuels might be illus- 
trated by the following case : The heat-value of 
natural gas (in B. T. U. per pound) is about eight 
times the value of producer gas, but its actual cyl- 
inder efficiency is only about 40% to 50% greater 
as compared with a mixture using producer gas. 

In general, we find, that if we limit the amount 
of compression of the gas mixture to a point where 
the temperature developed will cause ignition, the 
actual heating value of the mixture will vary di- 
rectly as its compression. The temperature of ig- 
nition is lower in a fuel having a higher calorific 
value, which means that a gas engine using a rich 
fuel must be operated at a lower compression. 

The practical compression used in an ordinary 
gasoline engine is about 70 lbs. per square inch, 
its ignition temperature being about 925° F. 
After the explosion takes place the heat developed 
raises the temperature to about 2900^ F. This gain 
in heat results in an increase in pressure up to 
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about 360 lbs. per sq. in., which acting upon the 
piston supplies the motive power to the engine. 

THE GAS ENGINE CYCLE. 

We are now in position to follow briefly the com- 
plete series of events taking place in the gas motor 
from the time the fuel is supplied to it until its 
motive power is developed. As a familiar case we 
will take the ordinary gasoline motor. The fuel, 
in the form of a liquid distillate of petroleum is 
admitted to the carbureter, where it is vaporized 
and mixed with air in proper proportion to form 
an explosive gas. This gas is made up of hydrogen 
and carbon contained in the gasoline, and oxygen 
and nitrogen which form the constituent parts of 
air. This mixture is drawn into the cylinder of the 
engine by suction due to the partial vacuum cre- 
ated in the cylinder by the piston. This period is 
called the admission. (See Fig. 1.). After the 
mixture is drawn in, the piston reduces the volume 
of the gas by a return stroke, this action being 
termed the compression. * When this is completed 
the gas is ignited either by its own compression, or 
by an external agency such as a hot tube, an elec- 
tric spark, etc. The ignition of the gas causes its 
explosion, or rapid combustion, as a result of 
which the carbon combines with the oxygen, form- 
ing the gases carbon monoxide and carbon diox- 
ide; the hvf"- ^bines with the oxygen, 

jome of the hydrogen 



ELEMENTARY THEORY 1 5 

and most of the nitrogen are left in their original 
state. 

The explosion develops in these gases the press- 
ure which gives the motive power to the piston. 
Finally the burned gases are forced out of the cyl- 
inder during exhaust, and the engine is ready for 
the beginning of a new cycle of operations. 

To summarize, the gas engine cycle, consider- 
ing the cylinder only, is made up of the following 
events : 

(1) Admission (4) Explosion and Power 

(2) Compression (5) Exhaust 

(3) Ignition 

Fig. 1, is a simplified diagram showing the four 
strokes of the piston required to complete the 
cycle of the so-called "Four-Cycle Engine." 

THE INDICATOR DIAGRAM. 

By attaching to the cylinder of any engine an 
instrument called the indicator we can obtain 
a diagram showing the conditions of pressure and 
volume of the working fluid of the motor at any 
point of its cycle. The vertical distances in the 
Indicator Diagram represent the pressures in lbs. 
per sq. inch, and the horizontal distances corre- 
spond to the movements of the piston, which deter- 
mine the volume of the gas at any instant. 

Referring to Fig. 2, we find that the cycle of an 
ideal engine, in order to utilize the greatest possi- 
ble portion of its available heat, is made up of 
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piston strokes of unequal lengths so as to provide 
for the complete expansion of the burned gases 
before they are exhausted. Line 1-2 repre- 
sents the admission of the mixture,2-3 is compres- 




Fig.E. Indicator Diagmin of 
Ideal Engine mvth unequal strokes, 

sion, 3-4 is the rise in pressure due to the explosion, 
4-5 is the expansion during the power stroke, and 
5-6 is the exhaust. The lengths and directions of 
the four strokes (assuming a four-cycle engine) 
are shown by the arrows L^, Lg, Lg, and L4; the 
compression at the point of ignition is indicated 
by Pi, and the pressure developed after the explo- 
sion is represented by Pg. 

Fig. 3 is the Indicator Diagram of an ideal en- 
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gine having, four equal strokes to the cycle. In 
this case the expansion is carried down only to 
pressure Pg, which is higher than the exhaust 
pressure, so that a part of the working capacity of 




Fig.Z. IndicatarDia^am of 
Ideal Rigrine with equal sttvkes. 

the gas is thrown away. The advantage of this 
cycle lies in the simpler design and operation of a 
motor having equal piston strokes. 

Fig. 4 represents the actual indicator card of a 
typical gas motor having four equal strokes to the 
cycle. The curves are not as sharp as in the ideal 
cycle, due to a more gradual action of the valves 
and the piston, and the lower flat curve 1-2-6 rep- 
resents lost work on account of back pressure 
during exhaust. 
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EFFECT OF VARYING GAS MIXTURES. 

By increasing the proportion of air per unit 
volume of fuel we obtain a weaker mixture having 
a higher ignition temperature. This tends to de- 
crease the heat value of the mixture and it delays 
the explosion. By diluting the gas still further 
with air we finally reach the point where the mix- 
ture becomes so weak that it will not explode at 
all. 

On the other hand a mixture that is too rich in 
fuel does not contain enough oxygen for a com- 
plete combustion. If the proportion of air to gas is 
made very small, this will also prevent explosion. 
This shows that any departure from the correct 
mixtures of gas and air is not practicable, except 
within narrow limits, since very poor or very rich 
mixtures cannot be exploded. 

EFFECT OF VARYING GAS SUPPLY. 

The length of stroke in every gas motor is 
constant; consequently, the gas compressed in 
the upper part of the cylinder, known as the 
combustion chamber, has a definite volume in 
every engine. By admitting a greater quantity 
of gas into the cylinder we crowd more explosive 
material into the same space, thus raising its press- 
ure. By throttling the mixture down through a 
regulating valve we low'er its compression. The 
ef^ ' supply is, therefore, to 



ELEMENTARY THEORY 



I 



reduce the pressure during the entire admission 
stroke, causing a considerable loss of power in the 
form of wasted or negative work. (See Fig, 4). 

EFFECT OF ADVANCING AND RETARDING 
THE SPARK. 

From the previous discussion of pressure re- 
quirements in a gas motor we found that, within 
certain limits, the heating value of an explosive 




feF^g■4■. Indicator Diagram of 
Typical &as Engine. 

mixture is increased by greater compression. It 
is, therefore, important that ignition should take 
J)lace at the instant of maximum pressure, which is 
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just at the end of the compression stroke. The 
effect of advancing the spark too far is to fire the 
charge before the end of the compression stroke. 
This is known as preignition and it causes a 
loss of power and a strain in the working parts of 
the engine. The effect of retarding the spark is 
also to reduce the power output of the motor by 
lowering the pressure at ignition and by retarding 
the rate of combustion^ causing a greater loss of 
heat to the cylinder walls. 

REGULATION OF GAS ENGINES. 

The speed of a motor at any instant depends 
upon two factors, viz : The power output and the 
load. With a uniform load the speed will increase 
with the increase in power ; with a constant power 
output, the speed will slow down when the load 
ix increased. This, therefore, suggests two prin- 
cipal mthods of regulating the speed of gas-mo- 
tors: 

1. By regulating the load on the motor, which 
is accomplished in the automobile engine by ap- 
plying the brakes. This is used only in emergen- 
cies, as it is wasteful both in power and material. 

2. By regulating the power output of the en- 
gine through some automatic governor^ oper- 
ating on any of the following principles: 

(a) Regulating the proportion of air and gas 
in the mixture. 

(b) Throttling the supply of the mixture. 
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(c) Omitting the supply of fuel during some 
of the engine cycles. 

(d) Retarding Ignition. 

As was pointed out before, the effect of regula- 
tion is to increase the waste in power. 

RATING. 

The rate of doing a certain amount of mechani- 
cal work is termed power, which is measured 
in ft.-lbs. per minute. 

The standard unit of power is the horse-power 
written H. P. which is equal to 33,000 ft.-lbs. per 
minute. 

To illustrate, if a certin motor is capable of mov- 
ing a load against a resistance of 330 lbs. through 
a distance of 4,000 ft. in two minutes, its rated 
H.P. is equal to: 

330 X 4000 

== 20 H.P. 

2 X 33000 

In general, the HP. of any engine can be computed 

F X D 

by formula: = H.P where F is the 

t X 33,000 

force in lbs. and D is the distance in feet covered 
in t minutes. ^ 

In the gas engine the force is the total press- 
ure against the piston, which is equal to the mean 
pressure per stroke in lbs. per sq. inch multiplied 
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' by the area of the piston in sq. inches. The mean 
pressure varies with different fuels, with the type 
of motor and the conditions of its operation. The 
^distance depends upon the length of stroke 
J (in ft.), and the time depends upon the speed of 
[ the motor, or the number of strokes per minute. 
For ordinary automobile motors, the ratin^r is 
fteomputed by the following approximate formula; 
d' 
H.P. = _ X n, 
2.5 

[ where d is the bore in inches and n is the number 
I of active cylinder ends. 

EFFICIENCY. 

The ratio between the output and supply of 
' energy in any engine is called its efficiency, 

and it is usually expressed in the form of a percent. 

Thus, an efficiency of 100% would indicate that 

there were no losses in that engine, and that the 

L total available heat of the fuel was transformed 

bnto useful mechanical work. This ideal condition 

fis never attained in any practical engine. 



In the 
power 
ind 



1 motor we distinguish between the 
i in the cylinder as shown by its 
I, and the power delivered at the 
rmed the brake H.P. 
^een the indicated H.P. and the 
in the fuel as shown by its calo- 
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rific value is called the indicated thermal efficiency 
of the motor. 

By comparing the power output at the brake 
with the indicated H.P. we get the mechanical 
efficiency of the motor. 

The total efficiency of the engine, known as the 
thermal efficiency at the brake is the ratio between 
Brake H.P. delivered, and the B.T.U. supplied by 
fuel, expressed in Ft.-lbs. per minute. 

The efficiencies of gas-motors vary widely with 
different types, with the character of their fuels, 
the methods of their operation, atmospheric con- 
ditions, etc. 

The thermal efficiencies at the brake of gas en- 
gines using producer gas vary from 20% with a 
power output of 5 HP. per cylinder end, up to 
about 26.2% with a power output of 120 HP. per 
cylinder end. 

With modern gasoline engines the usual range 
in efficiency is between 16% and 20.5%. This 
shows that with all the modem improvements, we 
are still in the very infancy of gas-motor develop- 
ment. 

QUESTIONS ON CHAPTER I. 

1. What is the equivalent Fahrenheit tempera- 
ture of 60oC? 40^ C? lOO^C? 

2. How many Ft.-lbs. of work caii be developed 
from a pound of fuel having a heating value of 
19,000 B.T.U. per lb., assuming no losses? 
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3. How many cubic ft. of air per minute 
should be used for properly operating a motor 
running 20 miles on a gallon of gasoline (75" B), 
at an average speed of 30 miles per hour? (See 
Table 1.) 

4. What are the events of a complete gas en- 
gine cycle? 

5. What condition limits the amount of practi- 
cal compression of a gas-motor? 

6. What are the effects of regulating the speed 
by retarding ignition? 

7. A four-cylinder automobile motor having a 
bore of 4 inches, and a 5 inch stroke, is running at 
1200 R.P.M. and has a mean effective pressure of 
68 lbs. per sq. inch. Find its rated HP. by the 
exact formula. 

8. Compute the HP. of the above engine by 
the approximate formula. 

9. A motor is using a high grade gasoline 
(85° E) at the rate of one gallon per hour. What 
is the power supplied to the engine? 

10. If the engine in question 9 develops 10 HP. 
(indicated), what is its indicated thermal effi- 
ciency? 

11. Assuming a mechanical efficiency of 80%, 
find the HP. delivered at the brake of the above 
motor. 

12. What 13 the thermal efficiency at the brake 
of the above motor? 




CHAPTER n 

THE GAS SUPPLY. 

Any substance containing a large percentage of 
crabon and hydrogen in a form that will readily 
combine with oxygen can be used as fuel for in- 
ternal combustion engines. The most common ma- 
terials used for fuels in modern gas motors are as 
follows : 

A* Solid Fuels: 

1. Coals 

(a) Anthracite (hard coal, high in fixed 
carbon), 

(b) Bituminous (soft coal), 

(c) Lignite (lowest in fixed carbon). 

2. Coke 

B. Liquid Fuels: 

1. Petroleum Products 

(a) Gasoline, 

(b) Naptha, 

(c) Kerosene, 

(d) Crude oils. 

2. Alcohols 

(a) Grain, 

(b) Wood. 

C. Gas Fuels: 

Natural Gas, 
Acetylene. 

25 
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VAPORIZATION OF SOLID AND LIQUID 

FUELS- 

The solid and liquid fuels must first be changed 
into gases, or vaporized before they can be ad- 
mitted into the cylinder of a gas engine. The 
gases formed by vaporizing coal or coke can be 
classified as follows: 

1. Illuminating Coal-gas, which is distilled 
from rich bituminous coal, and is made up of about 
50% of hydrogen, 35% of methane (a very com- 
mon hydrocarbon) and about 6% of partially burn- 
ed carbon in the form of carbon monoxide. Coal 
gas usually contains also a small portion of carbon 
dioxide and nitrogen. 

2. Illuminating Water-gas, which is also dis- 
tilled from bituminous coal, with the addition of 
steam supplied to the fuel during the heating pro- 
cess. It contains a smaller percentage of hydrogen 
and methane and a larger amount of carbon mon- 
oxide. 

3. Producer gas, made by partial combustion 
of anthracite, bituminous coals or coke, containing 
about 13% of hydrogen and 25% of carbon mon- 
oxide. These are diluted with over 50% of nitro- 
gen and other admixtures, resulting in a gas 
having a relatively low heating value. 

To this class also belong: 

4. Blast-furnace gas, which is a by-product of 
metallurgical induntries. and 
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5. Coke-oven gas. Both of these gases are 
poor in free hydrogen, and contain about 60% of 
nitrogen. 

Among the liquid fuels, the petroleum products 
are the most prominent and the most widely used 
for operating gas-motors. Their advantage lies in 
the fact that they are readily vaporized at atmos- 
pheric pressure, they have high calorific values and 
they can conveniently be carried in tanks for use 
of motor-vehicles, boats, aeroplanes, and other 
small movable engines, where the coal products are 
practically out of the question. 

PHYSICAL PROPERTIES OF GASOLINE. 

The various grades of petroleum products are 
primarily distinguished by their Specific Gravities, 
or their weights per unit volume compared with 
water as a standard. The specific gravity of any 
liquid can readily be measured by the aid of an 
instrument, called a hydrometer. 

The principle of the hydrometer is based upon 
the fact that when a solid body is immersed in any 
liquid it will submerge to a depth at wHich the 
weight of the displaced liquid will equal to the 
weight of the body. Since the weight of the dis- 
placed liquid determines its uplifting force, it fol- 
lows, that if the san^ie body be placed in a lighter 
liquid, its lifting force will be smaller, and the solid 
will be submerged lower than if placed in a denser 
substance. If this body has a uniform cross-section 
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vertically, then the denser the liquid, the greater 
will be the height projecting above the surface, 
provided the body always n^aintains its upright 
position. This is accomplished by placing at the 
bottom of the floating body a heavy weight not 
large enough to sink it, but just suflScient to lower 
its center of gravity and thus to keep it in an up- 
right position. If the vertical height of such a float 
is graduated so that the projecting portion above 
the surface gives the value of its specific gravity 
directly, then we have the typical hydrometer, as 
shown in Fig. 5. 

For testing gasoline the Beaume hydrmneter 
is used, on which a reading of 10® equals to the 
specific gravity of water which is l.OOO. 

The physcial properties of petroleum products 
are given in Table 2, from which we find that gaso- 
line has a gravity from about 70® to 85*> Beaume, 
a heating value of about 19,000 B.T.U. per pound, 
and a boiling point of about 150® F. It is very 
volatile which means that it vaporizes readily 
when exposed to the air. 

TESTS. 

The physical properties of gasoline given 
above suggest a number of tests, such as the de- 
termination of its gravity by means of the hydro- 
meter. Care should be taken to allow for the 
change in tlio density of gasoline due to heating 
or coolingi l)y measuring the temperature of the 
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liquid during the test and making proper correc- 
tions in the hydrometer reading. 

A very common test is the so-called flaah-teit, 
which consists of heating the liquid gasoline and 
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Mercury or Shot 



Fig. 5. The Hydrometer. 



applying an open flame to its surface. The vapor 
formed at the surface of good gasoline should 
flash, or catch fire at about 70 to 75 degrees Fahr- 
enheit. 
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Table No. 2 
Properties of Petroleum Products. 
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A simple practical test of gasoline consists in al- 
lowing a small portion of the liquid to evaporate 
from the hand and noting its volatility. Good 
gasoline should evaporate quickly and leave no 
appreciable odor. 

GRAVITY SUPPLY SYSTEM. 

In gas motors using gasoline, the fuel is usu- 
ally stored in tanks located above the mixing 
valve or carbureter, so that the liquid flows down 
by gravity to the carbureter to be mixed with the 
proper proportion of air. For motor-vehicles, 
boats and aeroplanes, the supply of gas must be 
sufficient for an average length of travel, which for 
automobiles is about 75 miles, calling for a mini- 
mum tank capacity of about 5 gallons. In modern 
cars the tank capacity runs up to about 30 gallons. 
For aeroplanes provision should be made for about 
six hours flight, at an average speed of 50 miles 
per hour. Assuming a gasoline consumption of 15 
miles per gallon, the minimum required tank ca- 

. 50 X 6 

pacity for aeroplanes is = 20 gallons. 

15 

In all gravity supply systems the feed pipe ex- 
tends about an inch over the bottom of the tank to 
prevent any foreign matter from getting into the 
carbureter or piping and thus clogging up the sup- 
ply of fuel to the engine. It is also advisable to 



32 THE GAS MOTOR 

have some form of a strainer at the gasoline sup- 
ply plug to keep it absolutely pure. 

Between the tank and the carbureter there 
should be located a tight-fitting valve so that the 
gasoline could be shut off in cases of fire in the 
system, or for repairing and adjusting the car- 
bureter. 

ADVANTAGES. 

The gravity system has the advantages of 
simplicity, reliability, and high efficiency for small 
motors and for vehicles traveling on level roads 
on short trips in or around town. 

DISADVANTAGES. 

In case of larger motors, or for automobiles 
touring in the country where high grades are enr 
countered, the gravity system is not reliable, since 
on climbing a hill the car may have an inclined 
position, forcing the carbureter to a higher level 
than the tank, thus automatically cutting off the 
supply. In such a case the car has to be turned 
around at the foot of the hill and backed up, which 
is very troublesome. For aeroplanes or dirigible 
balloons the gravity system is practically out of the 
question, since in this case we must have an abso- 
lutely reliable supply of fuel at any position of 
the machine. 
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PRESSURE SUPPLY SYSTEM. 

In order to provide the engine with a more 
positive gas supply, the back pressure from the 
engine exhaust is often utilized in forcing the gas- 
oline from the tank to the carbureter. This is 
known as the Pressure or forced feed supply sys- 
tem, shown in Fig. 6 in the form of a simplified 
diagram of connections. 

Referring to Fig. 6, the pressure passes from 
the engine exhaust pipe to the top of the gasoline 
tank through a small pipe provided with a check 
valve to prevent the gasoline from feeding back 
to the engine. When the motor is running at very 
low speed, or on starting, the pressure is main- 
tained by means of an auxiliary air pump pro- 
vided with a pressure gauge, or an instrument 
used for indicating the pressure in the system in 
lbs. per sq. inch above the atmospheric. This 
pressure, applied at the top of the tank, forces the 
gasoline out through a pipe leading from the bot- 
tom of the tank to the gasoline valve of the car- 
bureter. (See Fig. 6.) After being mixed with 
air and vaporized in the carbureter, the gas is 
drawn in to the admission valve of the engine by 
the partial vacuum created in the cylinder at the 
end of the exhaust stroke. 

Some gas motors equipped with the pressure 
supply system have also a small auxiliary gasoline 
tank placed close above the carbureter so as to 
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supply the fuel by gravity in case the pressure 
system should break down. 

THE FUNCTION OF THE CARBURETER. 

The fuel-mixing device or the carbureter is one 
of the most important accessories to the modem 
gasoline motor, since it performs the double ser- 
vice of vaporizing the gasoline and mixing it with 
a proper proportion of air for efficient combustion 
in the engine. There is a great variety of carbu- 
reters now used which perform these functions 
reasonably well within a limited range of engine 
speeds. But for some engines this range is not sat- 
isfactory, as what may be right for high speeds is 
wrong for low speeds, and vice versa. 

According to the theory of their operation all 
the carbureters may be classified as follows : 

1. The surface carbureter, in which the air 
comes in direct contact with the surface of the vol- 
atile liquid until it is saturated. This type is now 
obsolete as it is not reliable and tends to clogg up 
the supply system. 

2. The Filtering Carbureter which forces the 
air through the volatile liquid and in this manner 
makes a more or less perfect mixture by absorp- 
tion. 

3. The Float Feed Carbureter, where the gas- 
oline is sprayed through a nozzle into a separate 
chamber where it is mixed with air. This type is 
most generally ^sed at the present time. 
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Some of these types are operated by a special 
form of mechanism, in which case the ope- 
rator has to regulate the sizes of air and gas pas- 
sages to meet the requirements of varying speeds, 
road grades, ignition, loads, etc. 

In other types, the action of the carbureter may 
be more or less independent of the operator, by 
automatically increasing or decreasing the air sup- 
ply in accordance with the requirements of the 
engine. 

Fig. 7 is a cross-sectional view of a very common 
float-feed type, known as the Schebler-Wheeler 
Carbureter. It consists of the following main 
parts: the floating valve made up of the mechan- 
ism W, R and C (See Fig. 7) ; the spraying Nozzle 
P; the Needle Valve N; the Mixing Chamber M; 
the air supply system A, V, G and E; and the 
Throttle Valve arrangement T and L. 

FLOATING VALVE. 

The function of the floating valve is to control 
automatically the supply of gasoline flowing either 
by gravity or by forced feed from the tank through 
pipe S so as to maintain the level of the liquid in 
the float-chamber F nearly constant. This is ac- 
complished by means of a very light float C made 
of tether cork, light wood, or hollow metal, which 
vitii^H and falls with the level of the liquid in the 
float fhanibor. When the supply of gasoline is 
too rapid, the float C is raised, carrying up with 
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it lever arm R which is free to move about 
pivot O. This arm comes in contact with the 
spindle-valve W forcing it to the narrow passage 
of the supply pipe and thus automatically shutting 




ff-^tr eaft/e String 

BOasoltae SumilyPipe 
yr-r/ofit Kih/e ^thdlf 



Tig. 7. Float Red Catiareter 
qf&ie ScheMevVfheehrType. 

off the flow of gasoline. When the gasoline is 
drawn from the float chamber its level falls and 
the valve is lowered, opening the passage in the 
supply pipe and allowing the fuel to enter the 
carbureter. 
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SPRAYING NOZZLE. 

The liquid gasoline is admitted to the mixing 
chamber M through the small passages of the 
spraying nozzle P in such a manner as to atomize 
the liquid, or divide into very minute particles 
ready for absorption by the air. 

THE NEEDLE VALVE. 

The rate of flow through the spraying nozzle is 
controlled by a Needle Valve N, which restricts, 
more or less, the gas passage in the nozzle. This 
valve can be easily adjusted by means of the 
handle as indicated in Fig. 7, and it should always 
be turned to a position that will give a proper 
amount of gas supply for the varying conditions of 
speed and load of the motor. 

MIXING CHAMBER. 

The fine spray of gasoline comes in contact with 
air in the mixing chamber M, where it is finally 
vaporized and mixed in proper proportion to form 
the explosive gas required by the engine. In order 
to secure quicker and more positive generation of 
gas, the air admitted to the mixing chamber is pre- 
heated by passing it close to the engine exhaust. 
This helps to vaporize the liquid particles of gas- 
oline faster, and it secures a more uniform ex- 
plosive ^ * *r proportions of gas 
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and air have been more fully explained in Chapter 
I, where it was pointed out that the heating value 
of the fuel depends largely upon the correct quan- 
tities of air and gas contained in the mixture. 

AIR SUPPLY. 

The proper quantities of air are secured by an 
automatic air-valve V which controls the size of 
the passage from air intake pipe A to the mixing 
chamber. This is accomplished by the coil-spring 
G which tends to hold the valve seat tight against 
the intake pipe and which is compressed by the 
suction of air created by the partial vacuum in 
the engine cylinder. The greater the air suction, 
the more the coil-spring is compressed and the 
larger becomes the air passage from intake to 
mixing chamber. Since this suction is increased 
with the speed of the motor, it is evident that at 
greater speeds, requiring more fuel, the air supply 
is automatically increased, and at lower engine 
speeds the supply of air is correspondingly di- 
minished. The tension of the air valve spring can 
be controlled by the adjusting-screw E so that the 
proper amount of air is admitted under varying 
conditions of load and speed. The proper adjust- 
ment of the air valve is secured when the mixture 
gives, at all speeds, the maximum explosion, which 
is the most efficient form of burning t^e fuel. 
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THROTTLE VALVE. 

The final mixture of gas and air is drawn into 
the engine cylinder from mixing chamber M to 
the suction pipe through the throttle valve T, 
which controls the quantities of the mixture enter- 
ing the admission valve of the engine, by .varying 
the size of opening in the suction pipe. The 
throttle valve is operated by means of links con- 
nected to the operating lever L, which furnishes 
a practical method of governing the speed of the 
motor by controlling the quantity of gas supplied 
to the cylinder, as pointed out in Chapter L 

In starting the engine it frequently happens that 
the gasoline supply is insufficient on account of 
the initial suction not being strong enough to 
force the liquid through the spraying nozzle and 
thus to lower the float-valve enough so as to admit 
more gasoline into the carbureter. This is avoided 
by forcing the spindle-valve W down by means of a 
small piston provided for that purpose. This 
forces the float-valve to the open position and the 
float chamber of the carbureter is filled or flooded 
with gasoline, delivering a suflScient supply of fuel 
to start the engine and to bring it to full speed, 
after which the valve-spindle is released. 

COMMON TYPES OF CARBURETERS. 

Tho ordinary float-feed type of carbureter has 
tho diaadvantoire ^" * ' "avs supplying the 
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quantity of gas proportional to the demands of 

the motor. This is remedied in some types by 

providing an additional air inlet to the carbureter 

t-which could be controlled by the operator. In 




f ... 

^B C~TloatJi~MxinffChamher.Pl andPz-- 
^mTigS-^dttj:^ Spray rioat Feed Carbureter. 

other cases it is accomplished by providing addi- 
tional spraying nozzles, as shown in the sketch of 
a multiple spray carbureter in Fig. 8, where C is 
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the float, Pi and Pg are the two spraying qozzles, 
and M is the mixing chamber. 

A very common type of carbureter, operating on 
the principle of aspirating the gasoline without 
the aid of a float, is illustrated in Fig. 9. Referring 
to Fig. 9, the gasoline enters the supply pipe P and 
passes through a conical spindle valve C which is 
held up vertically by light spring S. The conical 
valve C is drawn down by suction from the 
cylinder, in opposition to the action of the 
spring S tending to force it up. This slight open- 
ing of the conical valve admits to the mixing 
chamber M a certain amount of gasoline which 
is drawn by aspiration of the air entering through 
the inlet valves located in the upper part of the 
mixing chamber. The vaporized mixture passes 
from mixing chamber M to supply chamber N 
through a disk valve V which is fastened to the 
middle of the spindle and fits loosely in a sleeve. 
From N the fuel is drawn into the cylinder through 
pipe T. The mixing chamber is heated by circu- 
lating around it, in a separate jacket, the hot 
products of combustion from the engine exhaust, 
admitted through pipe E. The amount of gasoline 
supplied through pipe P can be regulated by means 
of a hand wheel as shown in Fig. 9. 

This carbureter has the advantage of doing 
away with the uncertainty of the float-feed devices 
when used on motor cars or for aviation, where 
the shaking of the machine disturbs the proper 
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operation of the float. It is best adapted for 
motors running at moderate speeds, as with very 
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Automatic Carbureter with Spring-Valve Feed 

LEGEND 
P — Gasoline Supply Pipe M — Mixirt^ Chamber 

C — Conical Valve W — Supply Chamber 

V — Disfc Valve T — Supply Pipe 

S — Va(iie Spring E — Exhaust Connection 

high speeds the valvea cannot overcome their 
inertia fast enough to supply the motor with suffi- 
cient power corresponding to the greater speed. 
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GAS SUPPLY TROUBLES. 

All the common troubles of gasoline motors 
caused by failure of the fuel supply system can be 
classified in the following manner: 

I. Troubles due to presence in the gasoline 
of foreign matter. 

1. Chemical impurities. 

2. Dirt. 

3. Water. 

II. Troubles due to shortage of gasoline supply. 

1. Empty tank. 

2. Shut-off cock closed. 

3. Failure of gravity flow. 

4. Failure of pressure in forced feed 

system. 

5. Closed Needle Valve. 

6. Supply system clogged up. 

7. Float valve sticking. 

8. Spraying Nozzle choked. 

III. Troubles due to Excess of Gasoline 

supply. 

1. Failure of float valve to close. 

2. Submerged float. 

3. Needle valve open. 

IV. Troubles due to shortage of air supply. 

1. Obstruct* '■" inlet pipe. 

2. Air 



THE GAS SUPPLY 45 

The presence of foreign matter in gasoline re- 
duces the heating value of its mixture with air, 
and in extreme cases of accumulation of large 
quantities of dirt or water, it may entirely pre- 
vent the explosions in the cylinder. 

Shortage of gasoline will cause weak mixtures, 
resulting in decrease in power output of the 
motor. 

An excess of gasoline will weaken the power 
output and efficiency of the engine, since the sup- 
ply of oxygen will not be sufficient for a complete 
combustion of the fuel. This will also result in a 
deposit of a layer of carbon in the cylinder and en- 
gine valves, which lowers the general efficiency of 
the motor and may ruin it if not removed period- 
ically. 

An excess of air supply affects the motor in a 
similar manner as a shortage of gasoline. 

REMEDIES. 

In order to prevent the many engine troubles 
due to impure gasoline it is necessary to take 
every precaution to remove all the impurities be- 
fore they can reach the supply system of the 
motor. The gasoline should be carefully tested 
for the presence of other chemicals, or if this is 
not practicable for the small consumer, it is im- 
portant that the fuel be purchased from a re- 
liable concern. 
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Provision should be made to strain the gasoline 
cMitorinj? the tank by means of fine wire screens 
and chamois skins to remove any dirt or water 
that might be contained in it. The tank should 
often be drained through the drain-cock provided 
for that purpose, and it should be periodically 
cleaned of all residue, dirt, water, etc., collected 
at the bottom. 

It is important, before starting on a long trip 
in a motor-vehicle, boat, or flying machine, to 
ascertain that both the main and auxiliary supply 
tanks are filled, and the shut-off cocks are open 
and secured in such a manner that the shaking of 
the machine will not jar them shut. 

In case of failure of the flow by gravity on steep 
grades, which is caused by the carbureter being 
at a higher level than the tank, the machine has 
to be backed up until the top of the hill is reached. 

With the pressure supply system, special care 
must be taken that all piping, valves and connec- 
tions are air-tight, and the pressure, as indicated 
by the guage, is sufficient to maintain a steady flow 
of fuel to the carbureter. 

The Needle valve of the carbureter must be 
carefully adjusted for the proper mixture, and it 
should be rigidly secured so that it can not be 
jarred from this position. All foreign matter must 
be kept out of the carbureter, especially at the 
float valve and in the parts of the air supply, as any 
particles of '^'"^ lodged in the valve, seats or 
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springs will cause the valves to remain open. In 
case the float is submerged on account of the coat 
of shellac being worn off (in case of cork floats) 
or the metal being punctured (in case of hollow 
metal floats), a new float must be installed, and 
the carbureter sfhould be carefully adjusted for 
the proper level of liquid. 

Practically all other gas supply troubles can 
be attributed to clogging up, or to the presence of 
dirt in the piping and connections, and these can 
be remedied or avoided altogether by keeping all 
the parts of the system scrupulously clean and 
properly inspected. 

QUESTIONS ON CHAPTER 11. 

1. What are the products of combustion of 
producer gas used as fuel in a gas engine ? 

2. Using the values in Table 2, find the weight 
of gasoline having a specific gravity of 75^B, re- 
quired to fill a 30 gallon tank. 

3. What is the pressure of flow in the gravity 
supply system with the level in the tank being ten 
inches above the level in the carbureter? 

4. What is the function of the auxiliary pump 
in the Pressure Supply System ? 

5. What is the function of the Carbureter? 

6. How is the supply of gasoline regulated in 
the float-feed type of Carbureter? 

7. How does the speed of the motor affect the 
action of the Carbureter? 
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8. What is the advantage of the multiple spray 
Carbureter? , ' 

9. What are the advantages and disadvantages 
of the Automatic Carbureter with the Spring- 
Valve Feed? 

10. What are the causes of partial or total 
failure of gasoline supply? 

11. What are the effects of excess in gasoline 
supply? 

12. How could dirt and water be excluded 
from the supply system? 

ANSWERS TO QUESTIONS ON CHAPTER I. 

9 

1. Using Formula: F = C X h 32, we 

have : 

9 

F = 60 X h 32 = 108 + 32 = U(i°F. 

5 
9 
40 X — + 32 = 72 + 32 = 104=F. 
5 
9 

100 X h 32 = 180 + 32 = 212^. 

5 
which is the boiling temperature. 
^ 2. The Mechanical equivalent is 778 Pt.-Ib3. 
» per E.T.U. Jjtfftl Mechanical work of 19,000 
B.T.U. =?4|HHB78 = 14,782,000 ft.-lbs. 
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3. Wt. of gasoline used per hour 

30 
= — X 5.69 = 8.53 lbs. 
20 

iVith a proportion of 260 cu. ft. of air per lb. we 
lave : volume of air per minute 

8.53 + 260 

= = 37 cu. ft. 

60 

4. The events of the complete cycle are: ad- 
mission, compression, ignition, explosion, power 
and exhaust. 

5. The compression can be carried up to the 
point where the temperature developed by it be- 
comes equal to the ignition temperature of the 
mixture. 

6. Retarding ignition results in decrease of 
power output, lowering the efficiency, and causing 
excessive heating of the cylinder walls due to the 
slow rate of combustion. 

7. Referring to the general formula : 

F X D 

H.P. = , F in this case equals to the 

t X 33,000 

mean pressure per stroke times the area of cyl- 
inder bore. 

The area of a 4 inch circle = 12.57 sq. in. As- 
suming the engine to be "Four-cycle," the mean 
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68 
pressure per stroke — = 17.0 lbs. per sq. in. 

4 
Then F — 17.0 X 12.6 — 214.2 lbs. D is the pis- 

5 
ton speed in feet per minute = — X 2 x 1200 = 

12 
1000 ft. per minute, t is in this case equal to one 
minute. 

214.2 X 1000 

Therefore H.P. 6.6 H.P. per 

1 X 33,000 
cylinder. 

The total power of the four-cylinder motor 
- 6.5 X 4 - 26.0 H.P. 

8. Using the formula: 

i' 4X4 

H.P. X n X 4 

2.5 2.5 

_ 25.6 H.P. 

9. Assuming the heating value of the gasoline 
to be 19,000 per lb., one gallon will contain 19,000 
X 5,42 X 778 ft. lbs. — 80,123,000 ft. lbs. of work. 
The power supplied to the engine = 

SO, 123,000 

_ JO.ii H.P. 
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10. The indicated thermal eflSciency is 

10 

X 100 = 24.7%. 



40.5 



11. The power at the brake = 10 X .80 = 
8.0 H.P. 

12. The thermal efficiency at the brake 

8.0 

X 100 = 19.7%. 

40.5 



CHAPTER III. 

ELEMENTS OF THE SINGLE CYLINDER 

ENGINE 

The successful operation of any type of gas 
motor depends upon the following two require- 
ments : 

1. The proper proportion of air and fuel neces- 
sary for the most efficient explosive mixture. 

2. A practical method of compressing and fir- 
ing the charge after it has been admitted into the 
cylinder of the engine. 

In case the fuel used is a product of coal, such 
as Produer Gas, Illuminating Gas, etc., it is mixed 
directly with the proper volume of air by some 
valve arrangement. For products of petroleum it 
is necessary to employ a special carbureting de- 
vice, where the liquid fuel is vaporized and mixed 
with the correct amount of air. 

This mixture of gas and air is compressed by 
the reciprocating motion of the piston in the cylin- 
der, and it is ignited by means of some outside 
agency, such as a hot metal or an electric spark. 

The ignition causes explosion, which releases 
the heat stored up in the explosive mixture, tend- 
ing to expand the gases formed as a result of the 
combustion. This creates a pressure in the com- 

52 
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the inlet pipe (I . ) and the products of combustion 
are expelled through the exhaust-pipe (E.) . Igni- 
tion is provided at the spark-plug (S.P.)- The en- 
gine is equipped with a pet-cock (P.C.) at the top 
of the cylinder, and a drain-cock (D.C.) at the bot- 
tom of the crank-case. The inlet valve (I.V.) is au- 
tomatic, operated by suction during the admission 
stroke. The exhaust valve is mechanically oper- 
ated from the crank shaft by means of gears M 
and N, also by cam C mounted on the cam-shaft 
(C.S.) and the valve-lifting rod (V.L.). The valve 
proper (E.V.) is held down on its seat by the ten- 
sion in the valve spring (S.). 

Since, in a four-cycle engine, exhaust occurs only 
once in every two revolutions of the crank-shaft, 
the gears operating the exhaust-valve have a ratio 
of 1 to 2, the smaller one being keyed to the crank- 
shaft and the larger one is placed on the cam- 
shaft (C.S.). The cam is also keyed to this shaft 
and the gears are meshed or timed in such a man- 
ner that the cam is just ready to operate the valve- 
lifting rod when the crank shaft is at an angle of 
about 10 degrees from its position at the end of 
the power stroke. This is known as a lead of 10 
degrees, which is required in order to overcome 
the inertia of the working parts of the valve be- 
fore exhaust takes place. A similar lead is pro- 
vided at the end of the exhaust stroke. For high- 
speed motors these leads are correspondingly in- 
creased. 
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tends to continue its motion due to inertia. This 
results in an uneven distribution of power, causing 
heavy strains in the working parts of the motor 
and giving a jerky motion to the shaft. This type 
of engine also requires a complicated valve 
mechanism, especially for regulating the exhaust. 
These objectionable features are partly avoided in 
the two-cycle motor but at the price of a lower 
efficiency, since in this engine, with a doubled con- 
sumption of fuel for the same number of revolu- 
tions, we only get about 20% more mechanical 
power. 

The two-cycle motor which should be correctly 
named the two-stroke single acting engine, com- 
pletes all the events of the cycle in two strokes, or 
in one revolution, by making both ends of the pis- 
ton perform the function of distributing the gas 
mixture to and from the cylinder. These motors 
may be constructed without any valves, using three 
ports for admitting and exhausting the gas auto- 
matically by the reciprocating motion of the pis- 
ton. In the two-port motors an automatic inlet 
valve takes place of the third port. 

All the two-cycle gas motors can therefore be 
classified as follows : 

1. Single acting three port motor. 

2. Single actinir two port motor. 

3^ Si^ combination of two and 

three r 

f !ee port. 
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5. Double acting two port. 

6. Double acting with combination of two and 
three ports. 

Any of these types may be water cooled or air 
cooled, horizontal or vertical, single or multiple 
cylinder, etc. 

Fig. 11 is a cross-section of a single acting two- 
cycle three-port Vertical Water Cooled Engine. 
Its action is as follows: 

Stroke 1. Piston (P) is moving up. Inlet port 
(I) is closed by the piston. Admission port (A) 
is still open, allowing the gas under partial com- 
pression in the crank case to enter through by- 
pass (B) to the cylinder. 

This fresh charge is deflected upward by baffle 
plate (L) located at the top of the piston close to 
the admission port, preventing the new mixture 
from mingling with the burned gases which are 
being forced out through the open exhaust port 
(E). The further upward movement of the piston 
closes admission port (A) with the exhaust port 
E still partly open. The next position of the pis- 
ton closes all the ports, and compression takes 
place. During the later part of the upward 
stroke the inlet port (I) is opened by the lower 
edge of the piston, and a fresh supply of gas is 
drawn into the crank case, due to the partial 
vacuum created in it by the upward stroke of the 
piston. . 
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THE DCNJBLE ACTING KNC JNI 

Inlarge ^as--eB£ine installatiorin whi »c (*|m<« • i • 
Ml important factor of cconc)niy, Mu i m^^mm ••»• 
built double acting, i.e., with l»olh t n*\i* .t n.. 
criiiider being utilized an ronihu.-^fidn i iMiini'* *•■ 
to derelop mechanical pc)wi»r. 'Ifn.- i»r«»i^' • «• 
nidical change in the cylinclcr < oni-iMi* ii"ii <iH<i 
in the arrangement of valv<»M. The * \iuiili » •! »• 
double acting engine i8 rlortf**! «( iM'ifi c mi • (1m 
crank-end having an oponifiK <"» ^k |»ui«m» **mI 
which is rigidly connoct<*«l fci flu pi.-dm in (in 
same manner as in the Htc^arri cri{/inc i in id.i.in 
rod fits in a bushing bolUul fo (he « vImmI' » « n<t hihI 
made gas-tight by mcariH of ;mm( hil pn* Mm|/ 'I hi 
crank-end of the piston nxl tcrmiruiic ,' in n •»•*•• 
beady moving in guidcH whiffi Mt/uhiic Mf< M<i|» 
rocating motion with the* pi?tfori 'I'hr «onnr* tinj/ 
rod is attached to the* (to.mm fii/Ml, if» oMm-» c nd 
being connected to thc» rvntiU ;Ui/ir< in fh«' wnmc 
manner as in the single aciiriK t*t\y.\tit*. 

In a four-cycle motor of a (Irnihli* ^ri\t^^r, \v\ir, 
both the admission and c^xhauMt valvcn an* dupli 
cated at each end of the* cylintN'r, mrh pair of 
similar valves being connctrt(*cl to fh** MarrM* \t\\f\ 
or exhaust pipe, as the vnH^t may h<«. In a Iwo 
cycle double acting motor i\\(* crank rafti* m 
equipped with only one automatic inlet valve 
The cylinder has two admission portn at each end. 
supplied from the crank case by a douhin hy r^uMM. 
Each cylinder end is supplied with a Hvvnrniv 
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exhaust port located in the same relative position 
as in the single acting motor. One apparent ad' 
vantage of the doable-acting two-cycle motor, ^ 
the fact that it delivers a power impulse at every 
stroke of the piston. The additional equipment 
required for this motor is, however, a drawback 
and such construction is therefore employed only 
in large stationary gaf^power plants. 

THE CYUNDER. 

The principle working parts of a single cylinder 
gas motor are shown in Fig. 13 which is a simpli- 
fied drawing of a horizontal engine, the upper 
view (a) being a partial plan section through the 
crank shaft, and the lower view (b) is a longitud- 
inal section taken through the center line of the 
cylinder. Referring to Fig. 13, (C) is the cyl- 
inder casting, shown solid for simplicity. Usually 
there is provision made for cooling it by water 
or air as shown in Figs. 10, 11 and 12. This 
casting is bolted to the crank-case (S) which 
may have any shape required for the particular 
installation of the motor. The piston (P) 
is shown in section with the piston rings (T) 
pressing against the cylinder walls. About two- 
thirds down in the piston there is a tapered hole 
drilled in it through which the wrist-pin (W) is 
driven, for attaching the connecting rod (R) . The 
other end of R is fastened to the crank-pin (N) 
which is offset from the crank shaft (K) and is 
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counterbalanced by the weight (M). The fly- 
Hrheel (F) is keyed to the crank shaft close to 
one of the crank-shaft bearings (B). 

Fig. 14 shows the interior of a cylinder of a hori- 
zontal, engine built by the International Harvester 
Company, with the principal parts marked. 

We will now take up the discussion of the prin- 
cipal parts of the single-cylinder engine in detail. 

PORTS. 

The communication between the engine cylinder 
^nd the gas supply system is made through the 
admission port or an opening made in the cylinder 
AA^all for that purpose. The exhaust port is a simi- 
lar opening provided for the escape of the prod- 
ucts of combustion from the cylinder to the atmos- 
phere. In the two-cycle motor the ports are 
opened and closed by the motion of the piston. In 
the four-cycle motor the opening and closing of 
the ports is controlled by means of valves. 

VALVES. 

The admission valve is frequently made auto- 
matic, depending in its action upon the suction of 
air to the cylinder which lifts it from its seat 
against the action of the valve-spring. The size of 
valve opening depends upon the size of cylinder 
bore, the length of piston stroke, and the speed 
of the motor, since these three factors determine 
the quantity of gas used in the cylinder per min- 
ute. 
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The proper diameter for an automatic admis- 
sion valve can be calculated from the following 
formula : 

D = (B X L X N) ^ 12,700 (1.) 
Where D is the diameter of admission opening in 
inches, B is the cylinder bore in inches, L is the 
length of stroke in inches, and N is the number 
of revolutions per minute. 

For a mechanically controlled inlet valve the 
diameter of its opening should be : 

D = (B X L X N) -V- 15,000 (2.) 
Where the letters have the same meaning as above. 
In motors running at very high speeds these 
valve diameters should be increased about 15%, 
in which case the formula for the diameter of 
opening becomes: 

D = (B X L X N) -- 10,800 (3.) 
for atmospherically controlled valves, and 
D = (B X L X N) -^ 13,000 (4.) 

for mechanically controlled valves. 

The values given in formulae 2 and 4 apply, 
with slight modifications, to the exhaust valves, 
which are always mechanically operated. 

The amount of lift for the full opening of the 
valve depends upon the diameter of this opening 
and also upon the form of its seat. For a mush- 
room-shaped valve having a flat seat, the lift 
should be about one-quarter of the diameter of 
opening. For a valve having a bevel seat, the lift 

'-eighths of the diameter. 
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These relations can be expressed by the formula: 

L = 0.25D (5.) 
where L is the lift in inches, and D is the diameter 
of opening with a flat seat, 

and L = 0.35D (6.) 
for a valve with a bevel seat. 




Throttling Em 



h'i^. 15 
! anil Cilge Use. 



n Dil Bols Stngle CylinJrr 



Fig. 15 illustrates the detail parts of an admis- 
sion valve taken from a single cylinder engine 
made by Du Bois Iron Works, showing the valve 
spindle (P) the valve cage (C) which houses the 
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'alve, the spriox S, juad nut N which securel 
prin; in tU ptace sroand the spindle. 

PISTON 

One of the principal requirements of the piston 
is to ba%-e it fit ti^ht to the bore of the cylinder so 
as not to admit any gases from the combustion 
chamber to the crank case, or to the other end in 
case of double-acting engines. This fit must not 
be so vlos«. however, as to cause undue frictional 
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le hy Ihe Inlfmntional Hon-esler Go. 

resistance to its motion. These requirements can 
be fulfilled by having both the cylinder bore and 
the outside surface of the piston absolutely true 
Bnd finished smooth ; also by keeping these sur- 
faces clean and well lubricated ; and, finally, by 
priividing special metal bands or "Piston rings" 
.Uing loosely around the piston, as shown in Fig, 
' These rings are made of special 

,9ticity, with their outside diam- 
than the cylinder bore. They 
int, and a slot is cut out making 
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their outside diameters smaller than the bore 
the cylinder when they are tightly compressed, 
This makes them act like springs when they are 
forced in the grooves provided for them around the 
piston. Fig. 16 shows the parts of a piston taken 
from a gas motor manufactured by the Interna- 
tional Harvester Co., having four rings with four 
corresponding grooves cut around the piston. 

The piston is usually made hollow, with a tap- 
ered hole drilled through it for the wrist pin, the 
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^^ Marine Type Connecting Rod. The Hcer Engine Co. 

^Blickness of the metal being governed by the re- 
^^uired strength, and limited by weight, espcially 
for aviation motors. 

CONNECTING ROD. 

The detail parts of a connecting rode of a Heer 
Marine Engine are shown in Fig. 17, the larger 
opening at one end fitting on the crank shaft, and 
the smaller opening at the other end made to fit 

B wrist pin. These holes are made large enouj 
I allow space for bronze bushings which are i 
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«^uin^ between the moving pins and the rod, to 
el:=ifna:e fricuon. These bushings can be tight- 
ened by bolts as shown in Fig. 17. 

WRIST PIN. 

This pir. is held in its position in the tapered 
hole v^: the piston by a small set-screw. Care 
shoulvi be taken to have this connection frequently 
inspeored to prevent the connecting rod from get- 
ting loose. 

CRANK CASE. 

The crank case is made of a light metal, es- 
pecially* in aviation motors, and it is bolted to the 
cylinder casting, this connection being made gas- 
tiirht by means of special gaskets to prevent the 
escape of fuel. The crank case should have an 
opening which is normally closed by bolts to pro- 
vide for facilitj- of inspection and repairs of the 
crank shaft and other mechanism enclosed by it. 

CRANK SHAFT. 

In the single cylinder motor the crank shaft 
consists of one bent portion forming the crank-pin, 
to which the connecting rod is attached. (See 
(b) in Fig. 13.) Its ends rest in bronze or brass 
bearing surfaces to eliminate friction. 

Usually the center line of the crank shaft is 
directly in line with the center line of the cylinder 
nai ahown in Figs. 10, 11, 12 and 13. With this 
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igement the connecting rod exerts a large 
pressure or thrust against the walls of the 
der on account of the angle made by the con- 
ng rod and the center line of the cylinder 
\g some parts of the cycle. To avoid this, the 
ecting rod is made as long as possible, which 
IS this angle, and therefore the side pressure 
1 smaller. But this is objectionable, especial- 
r aviation motors, where every ounce of metal 

be saved. A better way to eliminate this 
)le is to offset the crank shaft, or to move it 
e side of the center line of the cylinder. The 
t of this offsetting is to decrease the angle be- 
n the connecting rod and the cylinder, which 
lishes the side pressure on the cylinder wall. 
.se the cylinder is relatively moved to one side 
6 crank shaft in the direction of its rotation, 
will increase the length of the allowable 
n stroke which consequently increases the 
ency and power output of the motor. 

a double-acting motor we have the addi- 
1 parts required for the utilization of both 

of the cylinder, which are as follows: 

THE PISTON ROD. 

lis is usually a round rod made of strong 
I, rigidly connected to the crank end of the 
n and ending in a cross-head. The size of 
od may be computed by the formula 

D = 0.0144 X B X VP (7) 
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v/here D is the required diameter of the piston rod, 
B is the cylinder bore, both in inches, and yP is 
the square root of the maximum unbalanced pres- 
sure in lbs. per square inch. 

CROSS HEAD. 

Similar in shape and in its functions, to the same 
part of a steam engine. The opening in the cross 
head is made large enough to enclose the cross 
head pin and a split bushing which can be tight- 
ened or keyed by means of bolts. 

ENGINE BEARINGS. 

The various typees of engine bearings used iti 
gas motors may be classified as follows : 

I. Plain Bearings. 

(1) Hard. 

(a) Brasses. 

(b) Bronzes. 

(c) Special hard alloys. 

(2) Soft. 

(a) Babbitt metal. 

(b) Anti-friction metal. 

(c) White metal. 

II. Ball Bearings. 

1. Thrust bearings. 

2. Cone '' 

hese types will be illus- 
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irated in the later chapters dealing with practical 
applications of the gas motor. 

KEYS. 

These are used in fastening gears and cams to 

their respective shafts and they should be driven 

in place under pressure. In recent types of gas 

motors most of the keys are eliminated by building 

the parts solid on their shafts, thus rendering them 

absolutely reliable. 

FLY-WHEEL. 

The function of the fly-wheel is to provide 
enough momentum to the rotating shaft to con- 
tinue its motion during the idle parts of the cycle. 
' Since momentum is a physical quality depending 
iipon the mass and velocity of the moving body, 
the weight of the fly-wheel and its proper diam- 
eter must be adapted to the requirements of each 
particular motor. The proper weight of the rim 
of a fly-wheel can be computed from the following 
formula, the weight of the web, spokes and hub 
being in this case negligible. 

PX A XLXN 

W = (8) 

2560 X D 

where W is the weight of the rim in lbs., P is the 
mean pressure of the compression, A is the cross- 
sectional area of the piston in square inches, L is 
the length of stroke in inches, N is the number 
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of revolutions per minute, and D is the external 
diameter of the wheel in inches. 

MUFFLER. 

This is a special device used for directing the 
gases coming from the engine exhaust through a 
number of small partitions, which gives these gases 
a chance to expand and thus to deaden the noise of 
their exit to the atmosphere. The use of a muffler 
tends to create a back-pressure in the cylinder 
during exhaust, especially in case the muffler is 
clogged up with dirt or deposits of soot from the 
gases, thereby causing a loss in the power output 
_pf the motor. Most gas motors are provided with 
a special by-pass valve located near the muffler 
which can be opened by the operator in order to 
allow the gases to escape directly to the atmos- 
phere. This develops more power in the motor 
and it is used in automobiles for picking up the 
speed rapidly after a slow down or in climbing 
steep grades. 

COMPRESSION LEAKS. 

Among the greatest troubles encountered in 
operating gas motors are the many forms of gas 
leaks from various parts of the cylinder known as 
compression leaks, which are mostly due to the 
following causes: Leaking valves; worn out gas- 
leaks or packing at the crank case, at the cylinder 
head, or at the piston rod bushing of double acting 
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motors; leaks through the cylinder openings for 
ignition; worn cylinder bore; worn, or stuck 
piston rings ; cracks in the cylinder casting ; cracks 
in the piston ; piston ring slots all getting in line ; 
soft piston rings ; blow-holes in the cylinder and 
piston castings, etc. 

TESTS. 

Compression leaks are usually made evident by 
peculiar blowing or barking noises occurring in 
time with the speed of the engine. In severe 
cases this is supplemented by the appearance of 
puffs of smoke at each explosion of the engine. A 
practical way of locating the leak is to hold the 
hand near the part where the noise seems to 
come from. A better way is to throw some soapy 
water on the joint which is suspected, and the leak 
will be indicated by small bubbles caused by the 
escaping gas. 

REMEDIES. 

In some cases the parts affected can be made 
gas-tight by oiling them or tightening up the con- 
nections. In very severe cases the faulty part 
has to be renewed. Worn valves can be made 
tight by regrinding them in case they are not 
greatly' damaged. It is very important to stop 
compression leaks as soon as they are discovered, 
otherwise the trouble may spread rapidly until the 
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parts so affected are ruined beyond any possibility 
of repair. 

QUESTIONS ON CHAPTER III. 

1. What are the advantages and disadvan- 
tages of the four-cycle motor? 

2. What are the advantages and disadvan- 
tagees of the two-cycle motor? 

3. In what cases is the use of double acting 
engines justified? Give reasons. 

4. What are the principal parts of the single 
cylinder engine? 

5. A Vertical Four-cycle engine has a bore of 
4J/2 inches, a stroke of 5 inches and a normal 
speed of 1200 R. P. M. Find the proper opening 
and lift for the admission valve, which is operated 
by suction, and has a bevel seat. 

6. Find the proper dimensions for the exhaust 
valve of the engine specified in question 5. 

7. What are the advantages gained by off- 
setting the cylinder? 

8. A double acting gas engine has a bore of 
12 inches and a maximum unbalanced pressure 
of 360 lbs. per square inch. Find the required 
size of the piston rod. 

9. Find the proper weight of rim of an 18 
inch fly-wheel in an engine having a compression 
of 80 lbs. per square inch, a cylinder bore of 6 
inches, length of stroke 6 inches and running at 
1080 revolutions per minute. 
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0. What are the causes for power lost in 
ig a muffler? 

1. What are the principal causes of com- 
ssion leaks? 

I. How can a compression leak be quickly 
5cted ? 

^SWERS TO QUESTIONS ON CHAPTER II. 

The products of combustion of producer 
are mostly carbon dioxide, water .vapor and 
ogen» also a small amount of carbon monoxide 
to incomplete combustion. 
. Gasoline having a specific gravity of 75^ B. 
g:hs about 5.68 lbs per gallon. To fill a 30 
Ion tank we need : 

5.68 X 30 == 170.4 lbs. of gasoline. 
. Assuming that we have a light gasoline 
h a desnity of 81® B., its specific gravity com- 
ed with water is 0.6655 (see Table 2). The 
ssure of one foot of water is equal to 0.433 lbs. 
square inch. The pressure of flow due to ten 
les of gasoline is equal to 
0.433 X (10/12) X 0.6655 = 0.239 lbs. per 

square inch. 
. The auxiliary air pump is used in the pres- 
B supply system for starting and in cases of 
porary failure of pressure from the exhaust. 
. The carbureter performs the double duty 
vaporizing the fuel and mixing it with the 
per amount of air. 
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CHAPTER IV. 



THE MULTIPLE CYLINDER ENGINE. 

In order to overcome the difficulties of unbal- 
anced power, which is a common fault with all 
single cylinder gas engines, the present types of 
gas motor are usually made up of several cylin- 
ders all connected to the same crank shaft and 
arranged in such a manner as to deliver their re- 
spective power impulses to the shaft at regular 
intervals of time, depending upon the type and 
speed of the motor. 

This results in a more even and continuous 
rotary moment or torque which acts upon the 
crank shaft, doing away with the sudden jars and 
jerks due to unbalanced power and causing less 
noise and strain in the working parts of the motor. 
A gas engine having more than one cylinder is 
termed a multiple cylinder engine, and with four 
cylinders of the four-cycle single acting type it 
will deliver two power impulses for every revolu- 
tion of the shaft. Using four cylinders of the 
two-cycle single acting type the motor will have 
four power strokes per revolution. 

The number of power impulses per revolution 
of the crank shaft can be computed as^follows: 

81 
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For a Single acting Four-cycle motor 
C 
N == — , where N is the number of impulses per 
2 

revolution and C is the number of cylinders. 

For a single acting two-cycle motor, N = C, 
the letters having the same meaning as above. 

For a double acting Four-cycle motor we have 
again : 

N==C 

Finally, with a double acting two-cycle motor, 

N = 2 C. 

Another advantage of the multiple cylinder en- 
gine is its capacity for greater power output with- 
out increasing the size of the working parts of the 
cylinders. This involves a saving in expensive 
(Miuipment required for the larger cylinders and 
it increases the practical limiting H.P. capacity 
of the gas motor. Up to the year 1917, the max- 
imum output of a single cylinder gas engine has 
reached about 800 H.P., and with multiple cylin- 
der engines the maximum output of the gas motor 
has gone up to about 2200 H.P. 

ARRANGEMENT OF CYLINDERS. 

The mulitple cylinder engine can be classified 
l^coording to the number of its cylinders, thus: 
Two*cyHnclery three-cylinder^ four-cylinder^ etc. 

\\\ illation to the position of the cylinders in 
!^^^0 **^""" *«ay be classified as horizontal and 



MULTIPLE CYLINDER ENGINE 83 



vertical. With the recent development of special 
j?as motors used for propelling airplanes and 
dirigible balloons, and even submarines, this di- 
vision into horizontal and vertical types is begin- 
ning to lose its significance since in these cases 
the motor may assume any position in space. In 
all cases, in a horizontal engine the cylinders are 
parallel to the plane of their support, while in a 
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With Tandetn^ Cylindet^s 

Vertical engine the cylinders are perpendicular to 
the base. 

In reference to the relative position of the cyl- 
inders to the crank shaft the multiple cylinder en- 
^ne can be still further subdivided into various 
types, as outlined below. 

Fig. 18 shows an arrangement of horizontal cyl- 
inders in line, one ahead of the other. This is 
known as the Tandem type, and is used mostly for 
large stationary engines. 

Another common method of compounding large 
horizontal stationary gas motors is to place one 
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l/> zte same 

Dopies tjpe. as shown in Fi^. 19. 
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A very simple arrangement of any even number 
of horizontal cylinders, known as the '^orizootal- 
opposed'' type, is illustrated in Fig. 20. It is 
called the "opposed" engine on account of the 
cylinders being placed opposite one another, the 
two rows being staggered or offset, as shown in 
Figs. 20 and 25. This type of motor is frequently 
used for small automobiles equipped with tw» 
cylinders. 
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The same type motor, but having from four to 
sixteen cylinders is »t present used extensively in 
several makes of airplanes in this country and 




Ibur-Cylinder Uertical Motor 

abroad, especially in France, where the hori- 
zontal-opposed engine at first met with very little 
favor. The details of this engine, as applied to 
motor vehicles, are shown in Fig. 25, which will be 
ilc'scribed later. 
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Fig. 21 is a simplified diagram of the most 
common type of gas-engine, namely, the Four- 
cylinder Vertical motor. It is used in many sta- 
tionary power plants, in motor vehicles, boats, fly- 
ing machines, agricultural machines, etc. The 
vertical four-cylinder motor is so universally popu- 
lar on account of its economy in space made pos- 
sible by this compact arrangement, and also on 
account of the fact that it delivers at least two 
power impulses for every revolution of the shaft. 

Fig. 22 illustrates a very common distribution of 
cylinders used in modern airplane motors, known 
as the V-t3q[>e and adapted for any even number 
of cylinders, which may be inclined to one another 
at any angle between 90^ and 30**. This arrange- 
ment has the advantage of symmetry which is im- 
portant for securing lateral stability in any flying 
machine. 

Other varieties of gas motors recently devel- 
oped for aviation are the various types of fan- 
shaped engines using from three to seven cylin- 
ders in each fan (see Fig. 23) ; also the star or 
radial types used for both the automobile and the 
airplane (see Fig. 24). The latter, or the radial 
type motor may have a stationary crank shaft and 
revolving cylinders, as in the Adams Five-cylinder 
horizontal engine used for driving automobiles, 
and in the Gnome revolving-cylinder motor used 
for aviation. 
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Keferring to Fig. 24, which is a simplified dia- 
mm of the Adams motor, the crank shaft S is 
stationary, and it has a single throw which is offset 




Fig. 23 

Thtee-Cylmder Fan TypeM)for 

1*001 the common crank pin of the five connecting 
'ods. The cylinders are all rigidly joined to- 
gether. They are here shown revolving in the 
lirection of the arrow. The piston in cylinder A 
s moving toward the crank pin, thus urging the 
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cylinders in the proper direction. Each cylinder, 
as it passes the position occupied by A reaches a 
similar part of its cycle. 

VALVE MECHANISM. 

The revolving-cylinder motor has mechanically 
controlled inlet and exhaust valves, all of them 




or l^adidX Jiotor 



being operated by a single cam, which is station- 
ary. These valves are opened by means of rocker 
arms and rods running parallel to the axes of theii 
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respective cylinders. The stationary cam con- 
trolling the valves has a movable lower portion 
which can be adjusted to regulate the period of 
opening of the intake valves. This affects the 
amount of compression in the cylinders and is used 
to regulate the power output and the speed of the 
motor. 

In general, the arrangement of cylinders in the 
multiple-cylinder gas motor requires special meth- 
ods for controlling the opening and closing of the 
valves in each particular type of motor. 

CAM SHAFT. 

Since the time of operating the valves in the 
various cylinders of the motor depends upon the 
speed of the engine, the cam shaft which carries 
all the cams controlling these valves is always 
geared to the crank shaft in the ratio of one to two 
for four-cycle cylinders. In some motors the cam 
shaft also carries the timing devices for ignition. 
Usually this shaft is parallel to the crank shaft 
and is geared to it by means of spur gears as 
shown in Fig. 25 (see section b). In large sta- 
tionary gas engines arranged in tandem, as shown 
in Fig. 18, the cam shaft runs parallel to the bores 
of the cylinders, or at right angles to the crank 
shaft. This type of cam shaft is usually known 
as the Lay Shaft, and it is geared to the crank 
shaft by means of either bevel or spiral gears. 
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The cam shaft has attached to it as many cams 
^s there are cylinders in the motor in case the 
inlet valves are automatic, or twice as many cams 
^s there are cylinders, for motors having mechan- 
ically controlled inlet valves. These cams are ar- 
**anged at different angles so as to operate each 
individual valve at the j^roper position of the 
crank shaft, and in most recent types of motors 
the cams are made solid with the shaft in order 
t^ avoid the danger of any of them getting loose 
^nd keeping their corresponding valves closed, 
^hich would leave the affected cylinders idle. 

TWO CYLINDER HORIZONTAL ENGINE. 

The details of the two cylinder horizontal-op- 
Posed type engine are shown in a simplified man- 
'^^X' in Fig. 25. Section (a) is taken horizontally 
tt^lrough the center line of cylinders, and section 
(l>) is taken vertically, showing the valve mech- 
^^ism. The cranks on the crank-shaft (K) are 
^flfset in opposite directions, or at 180 degrees, so 
^l^at as the shaft goes through one half of a revo- 
lution, the pistons (P) are both either brought to- 
gether or moved apart by the action of the con- 
necting rods (R), as shown in section (a). The 
"halves are arranged in such a manner that when 
the two piptons are brought together, one is at the 
^nd of its power stroke, and the other is at the 
end of admission; when the pistons are at their 
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farthest distance apart, one is at the end of ex- 
haust and the other is at the end of compression. 
In this manner we obtain one power stroke for 
every revolution of the crank shaft. The exhaust 
valves (V) are operated alternately from the 
same cam N by means of ^ears L and M and they 
are held on their seats by the valve spring (S) 
(see Section (b). 

This type of engine is well balanced both in 
space and in its power output, and therefore has 
the advantage of smoothness of operation. 

TWO CYLINDER VERTICAL ENGINE. 

In the two-cylinder vertical engine the parts of 
the cylinders are merely a duplication of the single 
cylinder engine. The crank shaft has the required 
two cranks which may be either both turned in the 
same direction, or set at an angle of 180 degrees, 
in the same manner as in the opposed-horizontal 
engine. With both cranks turned in the same di- 
rection, both pistons move either up or down at 
each half revolution of the shaft. This results in 
one power impulse delivered to the shaft at the 
end of every revolution, giving a well-balanced, 
smooth operation. In case the two cranks are set 
opposite to one another, then each half revolution 
of the shaft moves one piston up and the other 
down. As a result of this we get two power im- 
pulses delivered to the shaft during one revolu- 
tion, and none at all during the next succeeding 
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revolution. This causes a^^greater amount of noise 
and vibration in the working parts of the motor 
due to the imperfectly balanced power strokes, 
but it increases the power output of the motor by 
concentrating the force of the two explosions dur- 
ing the same revolution of the shaft. In this re- 
spect the method of setting the cranks at 180 de- 
grees has an important advantage, although it 
does not give very smooth operation. 

FOUR-CYLINDER VERTICAL ENGINE. 

A common type of a four-cylinder engine is 
shown in Fig. 26, in which the cylinders are num- 
bered from left to right in their proper order. 
Cylinder No. 1 is shown in section taken through 
the center line of the piston, cylinder No. 2 is a 
secton through the center of the valves, cylinder 
No. 3 shows the valves partly covered, with only 
the valve springs visible, and cylinder No. 4 is 
shown as it appears in elevation. The crank off- 
set at the left end of the crank shaft (K) is in its 
upper position, which indicates that the piston in 
cylinder 1 is at the end of either compression or 
exhaust. In cylinder 2 both the inlet valve (V) 
and exhaust valve (E) are closed. They are both 
mechanically operated by the cam shaft M actu- 
ating the valve-lifting rods (L) against the tension 
of the valve-springs (S) in the same manner as in 
the single-cylinder and two-cylinder engines. In 
order ^^ ^****vent vibration Jn the motor caused by 
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a regular succession of power impulses from one 
end of the crank shaft to the other, the crank and 
cam shafts are built to provide for a break in the 
successive explosion strokes of the four cylinders. 
The usual order of firing in the cylinders is either 
1-3-4-2, or 1-4-3-2. 

The events taking place in the cylinders during 
a complete cycle of the motor can be clearly 
understood by studying the following table, which 
is arranged assuming an order of firing of 1-3-4-2 
for a four-cycle type of motor. (See page 98.) 

The successive events in each cylinder are indi- 
cated in the vertical columns marked with the 
cylinder numbers. The events taking place at the 
same time in the various cylinders are indicated in 
the horizontal columns marked with the position 
of the crank shaft. The power stroke occurs in 
cylinder No. 1 during the first half of the revolu- 
tion, then in No. 3 during the end of the first revo- 
lution, in No. 4 during the first half of the second 
revolution and in No. 2 at the end of the second 
revolution, which completes the cycle of the 
motor. The other events occur in the same order, 
while in each indvidual cylinder the order of 
events is: suction, compression, power and ex- 
haust. 

Some vertical four and six cylinder engines are 
built in pairs, as in the Buick motor used for auto- 
mobiles. The action is exactly the same as in the 
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ADVANTAGES AND LIMITATIONS OF 
MULTIPLE CYLINDER ENGINES. 

To summarize, the principal advantagres gained 
by the use of more than one cylinder in a gas motor 
are as follows : 

(1) More balanced power. 

(2) Greater possible power output. 

(3) Greater reliability of service. 

(4) Better arrangement for limited space. 

(5) Greater speeds possible with small-sized 
cylinders. 

(6) Cheaper equipment which can be easily 
duplicated. 

The practical number of cylinders is, however, 
limited in many cases by the special requirements 
of speed and power output and by the fact that 
with the greater number of elements the losses 
are multiplied in the same ratio, lowering the final 
efficiency of the motor. This is the reason why 
for stationary power plants the gas motor should 
be made up of a few very large cylinders, while 
for service where speed and reliability are most 
important, the motor should consist of a large 
number of small cylinders. The special require- 
ments in each case must govern the selection of 
the gas motor best suited for the purpose. 
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CYLINDER TROUBLES. 

The majorily of cylinder troubles originate 
outside of the cylinders themselves : — in the igni- 
tion system, the valve mechanism, also the cooling, 
gas mixing and lubricating system. It is evident 
that faulty ignition or a total failure to fire the 
charge, will lower the efficiency of the motor. 
This also damages the parts of the cylinder by 
straining the metal in case the spark is too far 
advanced, or by overheating the cylinder walls 
in case the spark is retarded. " 

Any improper valve operation tends to reduce 
the power output of the motor by either partially 
or completely cutting down the power developed in 
the cylinders so affected. Any serious failure in 
the cooling supply system tends to overheat the 
cylinder walls, causing cracks in the cylinder and 
piston, as well as' compression leaks in all the 
parts of the cylinder and valves ; also preignition 
of the charge and back firing, or an explosion 
during the early part of the cycle tending to rotate 
the shaft in the opposite direction. 

The cylinder troubles due to faulty oil supply 
consist mostly of overheating ; compression leaks ; 
undue friction at the piston, and the general rapid 
wearing out of the parts of the motor lacking 
proper lubrication. 

A mixture that is too rich in fuel will cause 
a deposit of carbon in the cylinder, resulting in 
preignition and back firing. 
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A weak mixture retards the rate of combustion, 
causing overheating and also back-firing. 

Among other common causes . of cylinder 
troubles may be mentioned : leaky valves ; broken 
parts of valves; broken piston rings; -worn out 
packing, etc. 

REMEDIES. 

Most of the cylinder troubles due to defects in 
the ignition system can be avoided by keeping the 
connections clean and well protected from moist- 
ure. 

The valve mechanism must be frequently in- 
spected and valves should be reground as soon 
as any leak through them is detected. 

Great care must be taken to have a sufficient 
supply of water in the cooling system before the 
motor is started, as any addition of water to the 
jacket with a hot cylinder will cause overstrain 
and cracking of the cylinder walls. 

All the oil and grease cups should be carefully 
inspected and filled before the engine is started, 
and none of the motor parts should be allowed to 
run for any length of time without receiving their 
proper amount of lubrication. The supply of 
oil to the cylinder should not be excessive, as this 
will rause preignition and back firing. 

In tfonoral, all the parts of the motor must re- 
\'\\\\s^ Ihoir due share of attention, especially be- 
\\\\\\ rthn'tluK on a long trip, or after the motor 
\\k\^ ImhMI lillo for a considerable period of time. 
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QUESTIONS ON CHAPTER IV. 

1. What is the usual arrangement of cylinders 
for stationary gas engines? 

2. What types of motors are used for aviation? 

3. What are the advantages of the "hori- 
zontal-opposed" type of gas motor? 

4. How are the cycle'events of the two-cylin- 
der vertical engine affected by the construction of 
the crank shaft? 

5. What are the general features of construc- 
tion of a cam shaft for a vertical four-cylinder 
engine using mechanically controlled valves, and 
firing the cylinders in the order 1-3-4-2 ? 

6. Find the number of power impulses per 
revolution delivered to the shaft of a 16-cylinder 
motor using two-cycle, single-acting cylinders. 

7. What are the advantages of the revolving- 
cylinder type of motor? 

8. Name the advantages and limitations of the 
multiple cylinder motor. 

9. What is the rated brake H.P. of an auto- 
mobile engine equipped with eight cylinders hav- 
ing a bore of 5 inches each? 

10. Enumerate the most common cylinder 
troubles due to a failure of the cooling system. 

11. What are the causes of back-firing? 

12. What precautions must be taken in start- 
ing the motor in order to avoid break downs due 
to cylinder troubles? 
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ANSWERS TO QUESTIONS ON CHAPTER III. 

1. The four-cycle motor has better regulation 
and is more economical in fuel, but it has the dis- 
advantage of unbalanced power and complicated 
equipment. 

2. The two-cycle motor has twice as many 
power strokes per revolution as the four-cycle 
machine, but it operates at a lower efficiency. 

3. The double-acting engine should be used 
in large stationary installations on account of the 
economy in space, less strain in the material, and 
the greater efficiency made possible by utilizng 
both ends of the cylinder for developing mechan- 
cal power. 

4. The principal parts of the single-cylinder 
engine are: The cylinder; the piston; ports; 
valves and valve mechanism; crank shaft; cam 
shaft ; connecting rod ; wrist pin ; crank case and 
engine bearings. In the double-acting engine we 
also have the piston-rod, cross-head and guides. 

5. Using formula (1) Chapter III, the valve 
opening must be : 

D = (4.5 X 5 X 1200) -f- 12700 = 2.1 inches 
or about 2ys inches in diameter. The lift is found 
by using formula (6), as follows: 

L = 0.35 X 2.1 = 0.735 inches, or practically, 
three-quarters of an inch. 

The diameter of the exhaust valve is : 

D -= (4.5 X 5 X 1200) -f- 15000 == 1.8 inches 
or about 1% inches. The lift is equal to 1.8 X 



MULTIPLE CYLINDER ENGINE 1 05 

0.35 = 0.63 inches, or practically about ^ of an 
inch. 

7. By offsetting the cylinder, the side pressure 
on the cylinder walls is diminished, and the effi- 
ciency of the motor is increased. 

8. Using formula (7), Chapter III, the diame- 
ter of the piston required for this engine is as 
follows : 

D = 0.0144 X 12 X V360 == 3.2 inches, or 
about 334 inches. 

9. The area of a six inch bore is about 28.3 
square inches. Usng formula (8), Chapter III, 
the required weight of the fly-wheel rim is : 

80 X 28.3 X 6 X 1080 

= 318.4 lbs. 

2560 X 18 

10. The use of a muffler obstructs the free 
passage of the products of combustion into the 
atmosphere and causes a back-pressure which re- 
duces the power output of the motor. 

11. The main causes of compression leaks are : 
overheating, poor lubrication, worn out parts and 
loose connections. 

12. A compression leak can be quickly located 
by throwing some soapy water on the suspected 
joint, and noting the place where the gas-bubbles 
appear. 



THE IGNITION SYSTEM. 

The development of mechanical power in a gas 
motor from the heat energy contained in the mix- 
ture of gas and air requires the raising of its tem- 
perature to the point of ignition or burning, at the 
instant of maximum compression. The effect of 
igniting the compressed charge is to start the 
process of combustion of a very small portion of 
the mixture, after which the action spreads rapid- 
ly through the whole mass, causing an explosion 
which generates the mechanical power in the cyl- 
inder. The temperature of ignition varies with 
the character of the fuel, the amount of its com- 
pression and its initial temperature. 

The process of ignition may be accomplished by 
compressing the gas to a point at which the heat 
developed by compression will be sufficient to fire 
the charge. This principle is partly made use of 
. gjflg types of gas motors such as the Diesel en- 
. ojj(j the Antoinette motor used for aviation. 
1 these motors the air is admitted directly to the 
r ders a"*^ compressed to about 500 lbs. per 
'J'"^ '-[_ after ■v?hich the fuel is injected. But 
It an additional method of 
Mvided in order to over- 
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^''^e the difficulty of correctly timing the explo- 
^^^s caused by compression. 

Another method of firing the charge is by direct 
*^eating caused by a heated metal ball or a hot 
[ tube placed in the combustion chamber, the heat 
being supplied to the metal from an outside source. 
This system was very common in the early stages 
of gas motor development, but it has recently been 
almost entirely superseded by the modem elec- 
trical system of ignition. The principal disad- 
vantages of the hot-metal ignition, in spite of its 
simplicity, are: the cost of fuel required to heat 
the metal ; the difficulty of correct adjustment and 
firing, and the rapid deterioration of the equip- 
ment caused by the heat. 

The various electrical ignition systems depend 
in their operation upon the heat generated in an 
air gap through which an electric current is forced 
in oppositon to the resistance of the air. This 
heat is developed rapidly and it is accompanied 
by a peculiar sharp noise and bright sparks 
which are of the same nature as the thunder and 
lightning, only on a much smaller scale. 

REQUIREMENTS OF THE IGNITION SPARK. 

In order to obtain a spark hot enough for igni- 
tion, we must have the proper equipment for gen- 
erating the required amount of electrical power in 
a form best suited for the purpose. This must 
also include some device for firing the ignition so 
that the spark occurs just at the proper point of 
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the cycle, depending upon the requirements of 
speed and power output. But before we can 
clearly understand the operation of the various 
parts of the ignition equipment, we must first get 
somewhat familiar with the methods of generating 
and measuring electrical power. 

The most common method of generating elec- 
tricity is by rubbing together two unlike sub- 
stances, such as glass with silk or rubber with fur, 
etc. This creates what is known as an ^'electric 
charge" in each substance, giving them the qual- 
ity of attracting light bodies and even causing 
small sparks to jump from them to any object 
placed in their vicinity. 

This form of electricity is stationary or static, 
which means that the electric charge thus gener- 
ated can not be made continuous or to flow along 
and definite path, and it can, therefore, not be 
utilized for delivering power. 

The strength with which a charged body can 
attract another object depends upon the degree 
of its electrification, or the electrical pressure 
created by the static charge. This corresponds to 
the pressure head of a mass of water, or to the 
temperature of a heated body, and it does not in- 
dicate the quantity of electricity contained in the 
charged body. The practical unit of electrical 
pressure is the volt, and the amount of pressure 
between the terminal points of any electrical 
device is termed its voltage. 
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The principle of generating a static pressure 
of electricity between two bodies is utilized in the 
construction of the condenser, which is a device 
used for retarding the action of sparking across a 
small gap to which it is connected, by inducing an 
electric charge between thin metal layers, separ- 
ated by glass or mica insulation. 

The movable form of electricity capable of flow- 
ing in a definite direction is called an electric cur- 
renty which requires for its operation a closed 
path, or a circuit. The medium through which an 
electric current can pass is called a conductor, and 
any substance that prevents the passage of an 
electric current is called an insulator. The quan- 
tity, or strength of any electric current is measured 
in amperes, and it depends upon the electrical 
pressure or voltage of the circuit, and upon the 
amount of resistance to the flow offered by the 
conductors contained in the circuit. 

The amount of resistance developed by any con- 
ductor depends upon the quality of the conducting 
material, its length, and its size, or the area of its 
cross section in case of a wire. The resistance of 
any wire or cable can be computed by the form- 
ula: 

IXK 

R = (1) 

A 

where R is the resistance measured in Ohms, 1 is 
the length in feet, A is the cross-sectional area of 
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the conductor in square inches, and K is a special 
number called specific resistance, depending upon 
the material. 

A circuit in which the current flows always in 
the same direction is said to have a direct-current, 
and in case the direction of flow is periodically 
reversed, we have an alternating current. The re- 
lation between the voltage, current and resistance 
of a direct-current circuit is known as Ohm's Laws 
and it can be expressed as follows : 

V 

C = — (2) 

R 

where C is the current in amperes, V is the elec- 
trical pressure in volts and R is the total resistance 
in Ohms. The same relation can be written in the 
following way: 

V = CXR (3) 

or the voltage in any direct current circuit is equal 
to the product of the current, times the total re- 
sistance. 

The electric current can be utilized in delivering 
electrical power to any part of the circuit to which 
may be connected any device using power, such as 
a lamp, electric motor, etc. The quantity of elec- 
trical energy delivered to any device is measured 
in watts, and for a direct current circuit it is equal 
to the product of the voltage at the terminals of 
such a device times the current flowing through 
it. This can be formulated, as follows: 
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W = V X C (4) 

^here W is the number of watts, V is the voltage 
^nd C is the current in amperes. 

The practical unit of electrical energy in large 
machines is the Kilowatt, equal to 1000 watts. 

MAGNETIC EFFECT OF AN ELECTRIC 

CURRENT. 

The magnetic forces created in the space sur- 
rounding a conductor, in which an electric cur- 
rent is passing, are in every way similar to the 
magnetic forces generated by an ordinary mag- 
net. It is a well-known fact, that the space in 
the vicinity of any magnetic substance is filled 
with forces which are arranged in definite paths 
along imaginary lines. These forces have defi- 
nite strengths and directions at each point and 
are known as the Lines of .Force. The space oc- 
cupied by such lines of magnetic force is called 
the Magnetic Field. 

Fig. 27 shows the arrangement of such a field in 
a horizontal plane, due to the presence of a bar 
magnet marked N. S. The lines of force have a 
similar arrangement in all other planes passing 
through the magnet along its longitudinal axis 
N. S. 

The passage of any appreciable amount of 
current in a conducting wire sets up around it a 
magnetic field, the direction of the lines of force 
depending upon the direction of the current in the 
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THE PRINCIPLE OF ELECTRO-MAGNETIC 

INDUCTION. 

The transformation from electrical to magnetic 
energy is reversible, i. e., by means of a magnet 
we can produce an electric current in a closed 
conductor, providing the lines of force surround- 
ing the magnet are cut or crossed by the moving 
conductor. This can be accomplished either by 
moving the conducting circuit in the field of the 
magnet, as is done in the modem electrical genera- 
tor or dynamo machine, and in the small magneto 
used for telephone circuits, ignition, etc.; or, we 
can have the conductor stationary with respect 
to the magnet and produce the required effect 
of cutting the lines of 'force in the field, by con- 
stantly varying the strength of the magnetic field 
surrounding the conductor. 

In an electro-magnet we can easily change the 
strength of its magnetism by rapidly making and 
breaking the flow of current used to magnetize 
it. The process of generating electricity in the 
above manner is known as electro-magnetic in- 
ductiony and the voltage generated in a conduc- 
tor by induction will depend upon the rate of 
<Mittlns of the lines of force and upon the nmnber 
of turns of wire in the conductor, in case it is 
built in the form of a coil. This, briefly, is the 
theory of operation of the induction coil used for 
ignition. "*' ' ' ^''•e is made up of two independ- 
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In a coil of wire made up of many turns, as 
shown in Fig. 29, these lines of force all enter the 
coil by one end and leave it by the other, the field 
of force being similar in its nature and distribu- 
tion to the one surrounding an ordinary bar mag- 
net. 
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Such a coil of wire is called a solenoid, and if 
* soft iron core be placed inside of the coil, the 
device becomes an electromagnet, i. e., a magnet 
^hich depends in its action upon the flow of an 
electric current in the coil. As soon as the 
electric circuit is opened and the current 
^ops flowing, the iron core loses its magnet- 
ism, because there are no lines of force passing 
through it. But when the circuit is closed, the 
current generates magnetic lines of force inside 
Qf the coil and, since soft iron is a good medium 
for magnetic forces, it becomes temporarily mag- 
netized and acts in every way like an ordinary 
steel magnet. 
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of electrical inertia, or induction. The ignifl^ 
circuit of a single cylinder motor using the make- 
and-break system consists of a low-voltage source 
of energy, furnished by either a dry or storage 
battery, or a magneto ; also, of a primary induction 
coil to add inertia at the break; a switch; and an 
igniter, or a device for breaking the circuit, in- 
stalled in the cylinder and controlled from the 
crank shaft of the engine. 

Fig. 30 is a simplified wiring diagram of the ig- 
nition circuit of a single cylinder engine using the 
make and break system. The energy is supplied 
either from a magneto (M) or from a battery (E). 
The switch (S) is wired in such a manner as to 
connect either the positive terminal of the mag- 
neto or one terminal of the induction coil (C) to 
the igniter (I). The other end of the induction 
coil is connected to the positive pole of the battery. 
By the term positive is understood the point from 
which the current is (lowing, and the negative ter- 
minal is the point at which the current returns 
from the outside circuit. The part of the ignitei 
at the other cud of the break is connected to the 
frame of the engine or is grounded, which 
leans that it makes a direct connection to the 

round. 

Tb 've terminals of the battery and the 

tlso grounded as indicated in Fig. 
switch is connected to the induc- 
path of the current is as follows: 
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Positive pole of battery, coil, switch, igniter, er^ 
gine frame, ground and negative pole of batter>^ 
With the switch connected to the magneto, th^ 
battery and induction coil are cut out, and th^ 
magneto is included in the circuit. 

The igniter consists of a stationary conductor 
which receives the current. This conductor is in- 
sulated from the cylinder, and screwed into the 
walls of the combustion chamber. A movable me- 
tallic point is in contact with this conductor, this 
movable point being attached to a spring in such a 
manner that when it is released it pulls the point of 
contact quickly away from the stationary con- 
ductor, and the break in the circuit is made. Usual- 
ly the spring is operated by a cam or a rocker arm 
attached to a shaft which is driven from the crank 
shaft of the engine, so that the break in the cir- 
cuit occurs at the proper point of the cycle. By 
adjusting the position of this cam, the spark can 
be either advanced or retarded. 

Fig. 31 is a picture of a common type of igniter 
formerly used in the Fairbanks-Morse gas engine. 

Another very common method of generating 
the spark in the combustion chamber is by pro- 
viding a permanent gap in the electric circuit and 
forcing the current across it by means of high 
voltage. This is known as the ''jump-spark-sys- 
. ft Qf ignition, and it is used on practically all 
» driving vehicles, motor boats and air- 

•- Ag the advantage of doing away with 

I 
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Movable contacts in the cylinder, and it is capable 
"' closer regulation. It is also safer and more 
economical than the make and break system since 
the circuit is normally open and current flow 
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Fig. 31 

Common Type ot Igniter. 



hen the air" 



nrough it only during the instant ' 
gap is crossed, or jumped, by the spark. The ele- 
ments constituting the jiirap-spark ignition system 
3 follows: 
|,(1). Source of power, such as 
(a). Dry Cells, 
(b). Storage Cells, 
(c). Low Tension Magneto, 
(d). High Tension Magneto. 
L(2). Devices for raising the voltage. 
(a). Induction Coil, 
(b). Vibrator, 
(c). Condenser. 
I (3). Device for making the spark. 
(a). Spark Plug. 
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(4). Controlling devices. 

(a) . Hand-switches, 

(b). Magnetic Switches, 

(c). Commutator, or Timer, 

(d). Master Vibrator, or Synchronizeii 

(e) . Timing Shaft and Mechanism. 
(5). Measuring Instruments. 

(a). Volt-meter, 

(b). Ammeter. 

DRY CELLS. 

Electrical power can be produced on a sma^'^, 
scale by making use of the chemical forces cr ^ 
various substances, called "elements", which po^^ 
sess a stored or hidden amount of electricity anc^ 
are capable of generating an electrical pressure 
when they are combined in the form of a cell" 
The two elements used in the simplest, or voltaic; 
cell, are copper and zinc. These are acted upon 
by a solution of sulphuric acid, which produces 
the chemical action necessary for generating elec- 
tricity. 

The usual voltage of such a cell is about 1 volt, 
and by closing its terminals, or poles through a 
conductor we can obtain a steady current flowing 
■ throuRh the circuit. There are many other types 
ifh leiis, usually termed wet cells on account 
f thi' requirement of some liquid acid for their 
^Tious that these cells can not 
loyed in any gas motors used 
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for tnnsportation, on account nf Itiu li'iiiililo nt 
acid splashing and the frcquoiit roiittWHlii at win 
ments required in thia typo of cull, TIiIh iiltjwi: 
tioD has been largely overcomii liy tliii »■> ihIUhI 
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ng.52-Burnlet/ Dry Cell 

"dry-cell". It in made up of zinc and carbon an 
the principal elements, and it has its acid in th<! 
form of a semi-liquid paste, enclosed Jn a tftrht 
metallic container, 30 that the paste can not eawly 
spill or deteriorate. These dry cells are not re- 
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newable, but they are much cheaper than the wet 
types, and they are thrown away after the ele- 
ments are used up. 

A common type of dry cell is the so-called 
"Burnley" cell, shown in Fig. 32. In this cell one 
element is made up of a zinc tube, which also 
serves as a protective container. The other ele- 
ment is placed inside the tube, and surrounded by 
a paste-like chemical mixture, made up as follows: 

1 part sal-ammoniac 3 partsplaster 

1 part chloride of zinc 1 part flour 

1 part peroxid of manganese 2 parts water 
1 part granulated carbon 

The top of the tube is tightly sealed with some 
insulating compound, and the terminals are 
brought out for connection. The voltage of this 
cell equals 1.4 volts, and the internal resistance is 
about 0.3 ohms. 

CELLS IN SERIES. 

In case it is necessary to obtain a larger voltage 
than that available from a single cell, several of 
them can be connected in series, i. £., the positive 
pole of one is connected to the negative pole of the 
nc^xt one, etc., and the poles of the end cells are 
UHod as the terminals to be connected to the exter- 
nwl circuit Any combination made up of several 
c:ellH in called a battery. Fig. 33 shows a battery 
(if cellH connected in series. 

CELLS IN PARALLEL. 

In case a large current at low voltage is desired, 
thu pftf?*'^' section, as shown in Fig. 34, can 
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be used. In this arrangement all the positive poles 
are connected to one wire, and the negative poles 
to the other wire, so that the terminals of each cell 
are connected across the same two points. 

SERIES-PARALLEL CONNECTION. 

In some instances, to obtain the maximum 
amount of current with a given number of cells, 
it is advisable to use a combination of both meth- 
ods described above, i.e., the cells are connected 
in separate series groups, and these groups are con- 
nected in parallel. Fig. 35 illustrates such a con- 
nection. 

STORAGE BATTERIES. 

The ordinary type of primary cqU cannot be used 
for relatively large ignition systems, because its 
power is very limited, and it requires frequent re- 
placing every time the cell "runs out", or becomes 
exhausted. 

The most practical type of battery, which can 
be used in all cases whenever electrical power has 
to be used in considerable quantities independent 
of a central station, is the storage battery. 

It has a relatively large current and power capa- 
city,and it can be used over and over again for 
years by exercising proper care in its maintenance. 

The storage cell, like any other type of electric 
cell, is a device for converting chemical into elec- 
trical energy, but it differs from the ordinary prim- 
ary cell in that when the chemical energy is all 
used up, it can be restored to the cell by putting 
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into it a new equivalent supply of electrical energy, 
which is thus stored up for later use. In general, 
this is accomplished by the electric current produc- 
ing a chemical reaction opposite to that which 
^oes on while the battery is being used. 

The process of storing up electrical power in 
the battery is called charging it, and using that 
Power is termed discharging the battery. On charg- 
ing the cells, the current is sent through the battery 
^n the opposite direction to that in which it flows 
^hen it is discharging, or doing work. On charg- 
}^g, the positive side of the supply circuit 
*s connected to the positive pole of the battery, and 
the negative side to the negative pole ; so that in 
tJiis case the current flows to the positive pole in- 
stead of from it. 

The most common types of storage batteries 
^re made up of the following parts: 

Positive Plate. Active material: Lead perox- 
ide, a hard substance of reddish-brown color, in- 
serted in a framing of lead. 

Negative Plate. Spongy lead of dark-gray 
color, very soft, imbedded in a grid of lead. 

The acid, or Electrolyte. A dilute solution of 
sulphuric acid. Each plate is supplied with a 
projecting terminal for connection with the other 
elements of the battery, the plates being insulated 
either by glass or hard rubber. The containing 
vessel is usually made of wood, lined with lead, to 
withstand the deteriorating action of the acid. 
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Fig. 36 shows a modem type of a storage 1 

tery made by the Gould Company. When the 

Kcell is completely discharged, then the active 




Fig. 36 

material of both the positive and the negative 
plates are in the form of lead sulphate, and the 
electrolyte is practically reduced to water. 
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When the charging current passes through the 
cell, the lead sulphate in the negative plate loses 
the sulphate part, becoming pure, spongy lead; 
the positive plate also loses the sulphate, but it 
combines with the escaping oxygen gas, forming 
lead peroxide. In the meantime the water com- 
bines with the liberated sulphate, becoming dilute 
sulphuric acid. On discharging,the reverse process 
takes place, the battery delivering instead of re- 
cehring current generated by the potential differ- 
ence now existing between the lead peroxide and 
the pure lead, this potential energy getting smaller 
as the cell is gradually used up. 

The active material of the cell is supported to 
the lead framing in various ways, the most common 
of these being the Plante and the pasted types of 
plates. In the Plante plate, the active material 
forms the outer portion of the supporting grid and 
is an integral part of it, while in the pasted plates 
the material is prepared in a form of plastic paste, 
^hich is spread over the plate by some mechanical 
^iieans. Both methods have their advantages and 
disadvantages. The Plante type is more solid 
and permanent, but it is liable to cause buckling 
of the plate, due to the unequal expansion of its 
two portions; while the pasted type is free from 
buckling, but its active material is subject to 
crumbling and rapid deterioration, sometimes 
causing a short circuit in the cell when the battery 
is used roughly. 
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The composition of the electrolyte never reaches 
the stage of. pure water, but when the battery is 
near the point of complete discharge, it contains 
only from 5 to 10 per cent of acid. Taking the 
density of water as unity, the density of the same 
volume of strong acid can be taken as 1.970, that 
is, 1 cubic foot of the very strongest acid would 
weigh 1.970 times as much as 1 cubic foot of water 
under the same conditions of pressure and tem- 
perature. The commercial sulphuric acid has 
usually a specific gravity (usually written sp. gr.) 
= 1.835, and some stronger forms of the acid have 
a sp. gr, = 1.842. Table 3 shows the specific 
gravity of sulphuric acid in its various mix- 
tures with water, by weight. 

We see from this table that with the change 
from pure acid to a very dilute mixture the spe- 
cific gravity of the liquid changes accordingly, 
varying from about 1.215 at full charge to 1,174 
at discharge. This fact gives ua a very easy 
method of finding the condition of the battery at 
any time, by testing the density of the electrolyte 
by means of a special hydrometer. 

The temperature of the cells is usually also meas- 
ured at the time the density of the acid is tested, 
and from these measurements we can find the 
amount of charge left in the battery which can 
still be utilized without discharging it to a danger- , 
ous point. 

The ordinary values of efficiencies of the diffeiv i 



Sulphuric Acids. Mixture with Water by Weights. 
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Wt. i« lb. per 
cubic foot 


Per cent, of 
1.835 add 


Lb. of 1.835 acid 
in 1 cu. ft. 


Per cent, of 
1.842 acid 


1.000 
LOW 
1.014 
1.021 


62.37 
62.81 
«3.24 
63 68 


0.00 

1 00 

2 50 

3 66 


O.Oi) 

e:i 

1 58 
2.33^ 


000 
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2 337 

3 422 


1.028 
1.036 
1.043 
1.051 


64.12 
64.62 
65.05 
65.55 


5.00 
6.00 
7.00 
8.00 


3 21 
3.88 
4.55 
5 24 


4 675 

5 610 

6 545 

7 480 


1.058 
1.066 
1.074 
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65.90 
66.40 
66.90 
67.48 


0.00 
10.25 
11.50 
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23 25 
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26 00 
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24 310 
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74 72 
75.34 
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28.50 
80.00 
31.25 
32.75 


21.30 
22.60 
23.74 
25.10 


26 647 
28 050 
29.219 
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1.230 
1.250 
1.261 
1.272 


77.28 
77.96 
78.65 
79.33 


34.00 
35.50 
37.00 
38.3X 


26.28 
27.68 
29.10 
30.44 


31 790 
33.192 
34.595 
35.876 


1.283 
1.205 
1.306 
1.318 


80.02 
80.77 
81.46 
82.20 


39.75 
41.25 
42.62 
44.00 


31.81 
33.32 
34.72 
36.17 


37.166 
38.569 
39.850 
41.140 


1.330 
1.342 
1.355 
1.368 


82.05 
83.70 
84.51 
85.32 


45.50 
47.00 
48.50 
50.0Q 


37.74 
30.34 
40.99 
42*66 


42.542 
43.945 
45.347 
46.750 


1.881 
1.804 
1.406 
1.421 


86.13 
86.04 
87.82 
88.66 
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53.00 
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44.36 
46.08 
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40.63 


48.152 
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89.56 
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91.37 
92.25 
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51.50 
53.36 
55.28 
57.20 
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53.762 
55.165 
56.567 
57.970 
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TABLE No. 3 (Continued) 



1.49d 
1.510 
1.526 
1.542 


93.24 
94.18 
95.18 
96.17 


63.50 
65.00 
60.50 
68.00 


59.21 
61.22 
63.29 
65.40 


59.372 
60.775 
62.177 
63.580 


1.559 
1.576 
1.593 
1.611 


97.23 

98.30 

99.36 

100.48 


69.70 
71.30 
73.00 
74.60 


67.77 
70.09 
72.53 
74.96 


65.169 
66.665 
68.255 
69.751 


1.629 
1.648 
1.666 
1.686 


101.60 
102.79 
103.91 
105.16 


76.20 
77.87 
79.50 
81.30 


77.42 
80.04 
82.61 
85.50 


71.247 
72.808 
74.332 
76.015 


1.706 
1.726 
1.747 
1.768 


106.40 
107.65 
108.96 
110.27 


83.00 
85.00 
87.00 
89.00 


88.31 
91.50 
94.80 
98.14 


77.605 
79.475 
81.345 
83.215 


1.790 
1.801 
1.807 
1.812 


111.64 
112.33 
112.70 
113.01 


91.62 
03.12 
94.00 
94.70 


102.20 
104.60 
105.94 
107.02 


85.665 
87.067 
87.830 
88.544 


1.818 
1.824 
1.830 
1.835 


113.39 
113.76 
114.14 
114.45 


95.66 

96,80 

98.33 

100.00 


108.47 
110.12 
112.23 
114.45 


89.442 
90.508 
91.939 
93.500 



ent types of lead storage batteries vary from ^^0 
per cent to 75 per cent. This low figure is dt^® 
to many troblesome defects that are peculiar ^^ 
them. Most of these battery troubles can be trac^ ^ 
back either to the effects of over discharging, C7^ 
to the presence of impurities in the active materi^^ 
or in the electrolyte. When the battery is allowed 
to discharge until the voltage between the ele- 
ments becomes less than 1.70 volts, then the ac- 
cumulation of lead sulphate upon both plates be- 
comes so permanent that it is hard to bring the 
battery back to its original state by merely re- 
c' '-- H.: because lead sulphate is a very poor 

"icity, and so if it is allowed to 
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penetrate to a considerable depth of the plates, 
t prevents the charging current from acting freely 
ipon them in the usual manner. 

This effect of accumulated lead sulphate is 
tailed sulphation, and it is in many cases the origin 
)f all other battery troubles, such as loss of capac- 
ty, loss of voltage, burning, shedding of active 
naterial, etc. 

The only way in which this trouble can be reme- 
iied is by overcharging the battery at higher rates 
:han normal, but being careful not to allow the 
temperature of the battery to rise above 110°F. 
during this process. The usual practice is to start 
the charge at about one-half hour rate, which is 
about sixteen times the normal current capacity of 
the cell. After a few minutes this rate is changed 
to a one-hour rate, then to a two-hour rate, etc., 
keeping close watch of the temperature, and con- 
tinuing this process until both plates begin to let 
off gas freely and the desired voltage between the 
plates is reached. Sometimes this process has to 
be repeated several times before the battery is 
completely recovered from the effects of sulpha- 
tion. 

The presence of impurities is liable to start 
local action the same as in primary cells, and it also 
causes short circuits between plates by opening a 
metallic patch in the electrolyte. The remedy for 
that is, obviously, to use pure materials, and to keep 
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tlie battery in a place protected from dust and other 
foreign substances. 

Except the troubles which can be remedied as 
outlined above, the lead battery has certain other 
inherent defects which make it objectionable in 
many cases. In the first place, the lead battery is 
rnthor heavy; also, this battery, being open on top, 
is not adapted to use where there are many jolts and 
jars, because this will cause the electrolj-te to spill 
and splash over the edges. Furthermore, the gases 
Issvied from the lead battery are very disagreeable 
Mi)d injurious to the health of the attendants, and 
ll>i« makes it objectionr.ble for use in small, closed 
tvomit, such as are found on many vessels, and 
»»il>i>i'i«lly on submarines. 

l>ni> to the use of acid, the parts are liable to 
lfv\ yilli'kly deteriorated from corrosion, and since 
Ibw «!»' «ll lined with lead, the battery as a whole 
\i, b^vy luid clumsy to handle. 

Umiy inventors have tried to improve the stor- 

' .tli>ry so as to get rid of the above defects, 

u.i the most successful of these attempts 

iL thti utorage battery invented by Thomas 

I'Ifd the "Edison storage battery", 

following parts: 
! .luft. Nickel hydroxid and pure 
\lU K*'l In perforated tubes of nickeled 
' K i*teel grid. 

Iron oxid in thin rectangular 
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pockets of perforated nickeled steel, mounted on 
a steel grid. 

Electroljrte. Potassium hydrate (21 per cent 
solution), with a small amount of lithium hydrate. 
The density of electrolyte remains the same on 
charge and discharge. 

Insulation. Extra-hard rubber. 

Container. Pressed steel, nickel-plated, with 
welded seams and sealed cover. 

Trays. Light wood crates, with steel cradles 
for holding cells rigidly in position. 

Connections. Copper wire, attached to steel 
lugs, nickel-plated. 

Fig. 37 shows one complete element, and Fig. 38 is 
a view of a portable type of battery. 

The advantages claimed by the Edison Storage 
battery are: 

1. Its long life. 

2. Light weight (about one-half of the lead 
battery) . 

3. Ruggedness of construction. 

4. Ease of operation (no sulphation, no sedi- 
ments, corrosive fumes, lead burning, etc.). 

Against these we have to point out the high cost 
of the Edison cell (about twice the lead cell), the 
complicated composition of the elements, making 
it harder and more expensive to renew them ; the 
rather low watt-hour efficiency, and the low aver- 
age voltage per cell, requiring more cells in series 
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'o make up the required voltage. But with 
^1] these disadvantages, which are only of 
^^inor importance, the Edison storage battery is 
^ great improvement upon the lead and sulphuric 
^cid type, and it has done a great deal toward 
Enlarging the field of application of storage bat- 
teries. 

INDUCTION COIL AND CONDENSER. 

The function of the induction coil is to raise the 
Voltage at the spark gap to a value large enough 
to overcome the resistance of the air. Since the 
voltage delivered from the battery or the magneto 
is only from 6 to 10 volts, and the voltage required 
at the gap is at least 6000 volts, the ratio of turns 
of wire in the primary and secondary coils should 
"be not less than 1000. The primary coil is there- 
fore made of very few turns of large-sized wire. 
This is completely insulated; and the secondary 
coil, made up of many turns of very fine wire, is 
ivound around the primary coil. The primary cir- 
cuit is provided with a vibrator for rapidly open- 
ing and closing the circuit, and the condenser, 
connected across the terminals of the vibrator gap, 
to reduce the sparking. 

The main connections of the ignition circuit for 
a single cylinder engine using the **jump-spark" 
system is shown in Fig. 39. 

THE PRIMARY CIRCUIT. 

Referring to the Wiring diagram (Fig. 39), the 
primary circuit is made up as follows: The power 
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induction coil, and at the other end having a ter- 
minal, forming one side of the air gap. The insu- 
lated portion of the spark plug is surrounded by 
a metal sleeve threaded on the outside in ordi 
to provide means for screwing it into the opei 
made for it in the cylinder wall. The connection 
made gas-tight by means of a bushing and special 
parking, and to this outside part of the spark plug 
is attached the second terminal of the air gap. In 
this manner it connects the spark plug directly 
with the engine frame, which serves as a ground 
for all the negative terminals of the ignition sys- 
tem. Fig. 40 shows some common types of spark 
plugs made by Champion Spark Plug Co., the first 
two with porcelain insulation, and the third one hav- 
ing a mica insulator. 

IGNITION CIRCUIT FOR A MULTIPLE 
CYLINDER ENGINE. 

In gas engines made up of more than one cylin- 
der, the general scheme of connections is similar 
to the single-cylinder ignition system with this 
principal difference, that the number of induction 
coils is equal to the number of cylinders which are 
provided with individual spark plugs. 

COMMUTATOR. 

The commutator is in this case made up of as 
many sectors as there are firing circuits, the con- 
nections being arranged in such a manner as to 
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On starting the eng^lr.e the spark sh:u*.d be re- 
tarded until the motor has attained lull speed, to 
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avoid the danger of sudden reversal in case igo^ 
tion should occur before the end of the compMl 
sion stroke. 

LOW TENSION AND HIGH TENSION 

MAGNETO. 

The common type of magneto used for ignitiM 
of small gas motors is made up of a permaiMi 
horse-shoe magnet, and a rotary part, termed tiMj 
armature revolving in this constant magnetic fidi| 
This armature has a single insulated windifliS 
consisting of a relatively small number of turns fll 
heavy wire in which the current is generated Igf 
induction. This type of machine is known as a 
low-tension magneto, since it generates currttil 
having a low voltage which has to be raised foC 
ignition purposes by means of the induction ooflL 

In many modern types of gas motor the magneto 
is built with a double armature winding, one coiE 
being wound around the insulation of the ottaR 
one in the same manner as in the induction coft^ 
The inside, or primary winding consists of a snuS^ 
number of turns of heavy wire, while the second-M 
ary winding is made up of a large number of tun»; 
of very fine wire. The field is energized by If 
permanent magnet. This arrangement induces J^ 
high voltage in the secondary winding of the va$n 
neto when the armature shaft is driven at nor 
speed from the crank shaft of the motor. Sv 
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type of generator is termed a high-tension mag- 
netoy and it has the advantage of simplicity in igni- 
tion wiring, since it saves the use of induction 
coils, vibrators and condensers. The secondary 
terminals of the magneto are connected directly 
to the spark plugs of the engine. The primary 
terminals of the high-tension magneto are con- 
nected to a distributer which makes the connec- 
tions to the proper firing circuits and to the timer 
mechanism for regulating the order and time of 
ignition. 

In large sized motors having multiple cylinder 
engines, where a low tension magneto is used, the 
various induction coils are frequently operated 
through a single vibrating device called a syn- 
chronizer or master-vibrator. 

This usually consists of several single vibrators 
corresponding to the number of cylinders, all con- 
nected in series, so that their action depends upon 
the same current and they are prevented from 
operating out of step due to the variation in their 
mechanical lag, or inertia. With the high tension 
magneto the distributer performs a similar func- 
tioH. 

The advantages gained by the use of the high 
tension system are partly minimized, due to the 
greater danger of break-downs on account of the 
high voltage, which requires better insulation and 
greater care in handling it. 
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on a small switchboard, properly insulated from 
the metal framework and protected from all 
moisture and dirt. 

IGNITION TROUBLES. 

In general, all the common electrical ignition 
troubles can be finally traced back to the follow- 
ing defects in the system : either the flow of cur- 
rent is too strong, or it is either partially or en- 
tirely obstructed. To the first category belong all 
sorts of overloads and short-circuits; breaking 
down of insulation due to moisture, corrosion or 
overheating; magneto running at too high a 
speed, and an overcharged battery. The flow of 
current is more or less restricted by the presence 
of dirt and oil at the connections or in the spark 
plugs ; breaking down of condensers or induction 
coils; defective, punctured or loose wiring and 
connections ; loss of magnetism in the magneto or 
dynamo; weak, or sulphated batteries; magneto 
running at too low a speed; defective switches; 
worn out equipment; imperfect timing mechan- 
ism. 

REMEDIES. 

ily necessary to emphasize the import- 

st ignition to the proper operation of 

. A failure of the spark due to the 

crated above in any of the cylinders 

"•ylinder engine means misfiring, or 
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automatically connecting the ignition system 
and the battery to the dynamo. 

When the battery is fully charged, the dynamo 
is automatically cut out of the ignition circuit, and 
the battery is connected as before. The use of the 
magnetic switch makes the system automatic and 
prevents the danger of either overcharging the 
battery or causing sulphation due to running it 
down too low. 

MEASURING INSTRUMENTS. 

The strength of the power supplied to the igni- 
tion system may be indicated by means of electri- 
cal measuring instruments connected in the cir- 
* cuit. The voltmeter measures the electrical pres- 
sure or voltage when its terminals are connected 
across the positive and the negative terminals of 
the circuit. Great care must be taken to prevent 
the voltmeter from being connected across a cir- 
cuit having a voltage higher than the one for which 
the instrument Was designed, as indicated on its 
scale. The strength of the current in any part of 
the ignition system is indicated by placing an am- 
meter in series with that circuit. The same precau- 
tion about using the instrument in the proper cir- 
cuit should be applied to the ammeter, which 
should be normally switched off, except during the 
periods when current readings are made. In large 
motors of modern construction these and other 
instruments and switching devices are all mounted 
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a time, until we reach the cylinder which wil 
cause the motor to slow down in speed when 
apark plug is disconnected. The faulty s 
plug should be removed and the openingr care 
cleaned before a new one is inserted. Any ' 
bles in the batteries, magrnetos, coils or in 
timing mechanism canpot be quickly remedie 
that particular pains must be taken to have t 
parts in good working order before the mot 
started. 

QUESTIONS ON CHAPTER V. 

1. State the advantages and disadvantag< 
the hot-tube system of ignition. 

U. Kind the total resistance of a circuit n 
up of 800 ft. of No. 4 copper wire having a r< 
anee of 0.00025 ohms per ft. 

;{. The circuit described in question 2, is 
I)lied with power from 220 volt mains, D.C. \ 
is the strength of the current passing in the '' 
and how much power is delivered to this circu: 

4. What is meant by the term *'electro-i 
netic induction''? 

5. How is the ignition spark produced in 
make-and-break system? 

(). What equipment is required for an ign 
circuit of a single cyilnder engine using the m 
and-break system? 

7, What equipment is required for the ign 
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circuit of a four-cylinder single-acting engine us- 
ing the jump-spark system with a low-tension mag- 
neto? 

8. State the function and principle of opera- 
tion of the induction coil. 

9. Enumerate the advantages and disadvan- 
tages of the Edison storage battery? 

10. What is the advantage gained by using a 
magnetic switch in floating the storage battery 
on the line supplied by the dynamo? 

11. Enumerate the main causes of failure of 
the electric ignition system. 

12. How can the misfiring cylinder be quickly 
located? 

ANSWERS TO QUESTIONS ON CHAPTER IV. 

1. In stationary engines the cylinders are 
usually arranged either in tandem or in duplex, 
if there is room available for horizontal engines. 
When space is limited the cylinders are placed 
vertically in a single row attached to the same bed- 
plate. 

2. The most common types of gas motor used 
for aviation are the multiple cylinder vertical en- 
gines ; the V-type motors ; the Fan-types ; and the 
star, or radial motors having either stationary or 
revolving cylinders. 

3. The "horizontal-opposed'' type engine de- 
livers balanced power with two cylinders and it 
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has the advantages of simplicity of operation and 
symmetry of arrangement of its cylinders. 

4. When the cranks of a two-cylinder engine 
are both turned in the same direction the events 
are evenly distributed, so that we get one power 
stroke at every revolution of the crank shaft. With 
the cranks set at 180 degrees to one another, the 
shaft receives two power impulses during one revo- 
lution and no power during the next revolution. 

5. The cam shaft of a vertical four-cylinder 
engine having all valves mechanically controlled 
has eight cams, arranged each opposite its corres- 
ponding valve in the numerical order of the cyin- 
ders. When the inlet valve cam of cylinder No. 1 
is just ready to lift the rod, the cam of inlet valve 
No. 2 is about 90 degrees ahead of it, the cam of 
inlet valve No. 3 is 90 degrees behind it, and inlet 
cam No. 4 is 180 degrees behind it. The same 
angular relation exists between the cams operat- 
ing the four exhaust valves. 

6. A single acting two cycle engine having 16 
cylinders delivers 16 power impulses per revolu- 
tion of the crank-shaft. 

7. The revolving-cylinder type of motor re- 
quires a single cam to control all its valves, it does 
not need any special cooling system, and it saves 
the use of a fly wheel and of a muffler. 

8. The multiple cylinder motor delivers more 
balanced power, has a greater range of power and 
speed, is more reliable, and has small parts with a 
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large power output. In motor vehicles, the num- 
ber of cylinders is limited by the allowable speed, 
also by the loss in efficiency and the more compli- 
cated equipment caused by the increased num- 
ber of cylinders. 

9. The rated H.P. of an 8-cylinder automobile 
engine having a bore of 5 inches is equal to 

5X5X8 

= 80 H.P. (See Chap. I). 

2.5 

10. The most common cylinder troubles due 
to defects in the cooling system, are : cracking and 
overheating, compression leaks, pre-ignition and 
back-firing. 

11. Back-firing may be due to the following 
causes: ignition being advanced too far; failure 
of the cooling system ; cranking with an advanced 
spark; accumulation of hot gas in the muffler; 
hot cylinder ; carbon in the cylinder ; mixture too 
weak, or too rich ; excess of oil in the cylinder. 

12. Before starting the motor, to prevent cylin- 
der troubles, all the parts should be generally in- 
spected, the spark should be retarded, the cooling 
system filled with water, and the lubrication sys- 
tem supplied with oil ; the carbureter should be ex- 
amined to see that it is adjusted to give the proper 
mixtures according to the requirements cf the 
motor. 



CHAPTER VI. 

THE LUBRICATING SYSTEM. 

The importance of proper lubrication for the 
efficient performance of the gas motor has already 
been pointed out in the previous chapters. The 
average operator of a gas engine usually realized 
the necessity of having a sufficient quantity of oil 
in the cylinder and in the bearings, but, unfortu- 
nately, not all of them take the trouble to deter- 
mine if the quality of the oil used is properly suited 
for the particular requirements of the various 
parts of his engine. The function of any lubricant, 
whether it is an oil, grease, graphite or soapstone, 
is to provide a film of minute globular particles 
between the two metal surfaces rubbing against 
one another, so as to. convert the sliding friction 
between them to rolling friction. The difficulty of 
accomplishing this purpose lies in the fact that 
many lubricants lose their globular structure 
known as vicosity or body at the high tempertaures 
generated in the modern gas motors ; and some of 
them, particularly animal and vegetable oils, con- 
tain acids that are injurious to the life of the 
metals, which are corroded by their action. It is, 
IhcM'efore, important that the qualities of the var- 
ious lubricants should be carefully investigated 

152 
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before they are used in the motor to any great 

extent. 

GENERAL QUALITIES OF LUBRICANTS. 

As a result of long years of theoretical study 
combined with practical experience, the following 
general requirements of lubricants have been es- 
tablished : 

(1) The viscosity of the lubricant must be 
^eat enough to maintain a film of oil between the 
^etal surfaces under operating conditions of tem- 
perature, pressure and speed at the bearings. 

(2) The fluidity, or its freedom to flow must 
^® sufficient to insure a continuous supply at the 
'^^a.rings without losing the qualities of viscosity 
"^der operating conditions. 

(3) It must not contain any acids or other 
^^emicals injurious to the metal. 

<4) It must not readily decompose, oxidize or 
^^XDorize at the normal working temperatures of 
t'^^ motor. 

<5) It should have a high flash point, which is 
^'^^ temperature at which the vapor of the oil is 
ignited. 

(6) It should have a high burning point con- 
sistent with the above qualities. 

(7) The lubricated parts should in all cases 
^ave a minimum coefiicient of friction, which is the 
^atio between the frictional force at the bearing 
^nd the total pressure at normal speed. 
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(8) The oil should be free from dirt or any 

foreign matter tending to gum up the lubricating 
parts. 

( 3 ) It must carry away the heat quickly from 
the bearings. 

CYLINDER OILS. 

The proper grades of oil used for lubricating 
the cylinder should be of mineral origin, having a 
flash point not less than 500 degrees Fahrenheit, 
and a burning point not less than 600 degrees Fah- 
renheit. The specific gravity of a good cylinder oil 
should be about 25.8 at normal temperature and 
pressure. 

GREASE. 

For lubricating the parts of the motor running 
at relatively slow speeds under pressure, the light 
cylinder oils do not possess sufficient body to keep 
the metal surfaces separated. For these parts, 
such as the transmission gearing, differential gear- 
ing and at the axles, a heavier lubricant, or grease 
is employed. The friction caused by pressure gen- 
oratos suflicient heat at these bearing surfaces to 
gradually melt the grease and thus keep them 
uutomutically lubricated as long as the supply of 
groaso is not used up. 

Tho transmission case of an automobile is usual- 
ly filled with a very heavy grade of oil, somewhat 
more fluid than ordinary grease, up to about an 
inch above the bottom of the sliding gears. This 
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throws the oil into all the parts of the gearing 
when the shaft is revolved. 

The differential gears are usually packed in 
heavy Albany Grease which has to be renewed 
about twice a year. 

For lubricating ball-bearings, a lighter form of 
grease, such as vaseline, is used. 

GRAPHITE. 

The addition of a special solid lubricant, known 
as graphite, to the oil helps to raise its vicosity 
without diminishing the rate of flow of the oil. 
Usually graphite is added in the proportion of 
about one teaspoonful to a pint of oil. It can also 
be introduced into the cylinder directly by means 
of an insect gun quill inserted into the opening 
provided for the spark plug or for the igniter. 
Care should be taken to prevent an accumulation 
of graphite on the spark plugs, as this tends to 
short-circuit the air gap and may cause misfiring. 

SIGHT FEED OILING SYSTEM. 

One of the simplest and most direct methods of 
lubrication is by the so-called sight-feed system, 
which consists of placing oil cups over the points 
requiring lubrication, and allowing the oil to flow 
down into the bearings by gravity through grooves 
and feed pipes provided for that purpose. The 
type of oil cup used for this system of lubrication 
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is often provided with a special indicator placed on 
top of the cup which shows by its position whether 
the oil is turned on or shut off. There is also usual- 
ly provision made for observing the number of 
drops of oil passing the feed pipe per minute, so 
as to better regulate the flow of oil to each particu- 
lar bearing point. The main advantage of the sight 
feed system lies in its simplicity, but it has the 
serious drawback of requiring almost constant 
attention and therefore not being very reliable. 
When used in addition to other systems of lubrica- 
tion this direct method often proves a great aid 
in cases of emergency. 

THE SPLASH FEED SYSTEM. 

A very common method of oiling single cylinder 
gas engines is by the ^'Splash Lubricating System". 

The principal source of oil supply is in this case 
located at the bottom of the crank case, the oil 
being kept at a level high enough to allow the 
crank pin to dip into it at every revolution of the 
shaft. This splashes the oil in all directions and 
thus lubricates the bearings and the lower part of 
the cylinder and the piston which carries it up to 
the upper parts of the engine. The oil is usually 
supplied throgh a large oil cup screwed into the 
upper part of the crank case and which is refilled 
as soon as its supply is drawn into the crank case 
reservoir. 
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FORCED FEED SYSTEM. 

In a gas motor of any considerable size, having 
more than one cylinder, the sight feed and splash 
feed systems are found to be inadequate to take 
care of all the bearing points with any degree of 
reliability. In such engines a more positive lubri- 
cation is provided for by the mechanical or forced 
feed system. 

This involves the use of a special oil tank from 
which the oil is forced by one or more mechani- 
cally driven pumps into individual feed pipes 
which distribute the proper amount of oil to each 
bearing point of the engine. Such a tank is termed 
a Multiple Lubricator, and it is usually operated 
from the crank shaft of the engine, so that the oil 
supply changes with the motor speed, thus auto- 
matically regulating the rate of flow in the oil 
feed pipes to meet the variable demands of the 
motor. 

After being used in the various parts of the en- 
gine, the oil is usually cooled off, strained, and 
then forced back into the tank, thus being circu- 
lated over and over again as long as it retains its 
proper lubricating qualities. 

OIL STRAINERS. 

In order to remove any foreign matter such as 
gum, dirt and steel chips from the system, a wire 
gauge strainer is usually placed in the suction 
pipe of the circulating pump located at the oil 
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tank. This strainer should be frequently removed 
and thoroughly cleaned to prevent any serious 
obstructions to the flow of oil due to the gumming 
up or collection of foreign matter at that point. 
It is also advisable to strain the oil before it is ad- 
mitted into the supply tank, oil cups, and the oil 
well in the crank case. The oil at the bottom of 
the crank case should be periodically drained off 
through the drain cock provided for that purpose, 
and the interior should be flushed out and cleaned 
with kerosene oil to remove the grit and gum be- 
fore the new oil supply is admitted. 

NON-RETURN FORCED FEED SYSTEM. 

In order to obtain an absolutely reliable and 
unobstructed flow of oil to the various bearing 
points of large motors used for racing-automobiles 
and for aviation, the oil is forced to these points 
by mechanically driven pumps at high pressure 
and it is then allowed to be wasted, being constantly 
replaced by a fresh supply from the pump. This 
is known as the Non-return Forced Feed System, 
and, although it is very wasteful and expensive, 
it has the advantage of greater simplicity and re- 
liability, which is particularly important for avia- 
tion purposes. 

OIL CUPS. 

There are many varieties of oil cups used for 
p ^ lubrication, some being made with 

- with glass cases having a 
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tube or standpipe inside the cup through which the 
oil drips. These are usually provided with a glass 
g&uge at the bottom, so that the rate of flow can 
be timed by observing the number of drops flow- 
ing per minute, and with an index arm on top of 
the cup, its position indicating whether the oil 
feed is turned on or shut off. Fig. 42 illustrates 




Fig. 42 

Sight Feed Oil Cup made by the Lunkenheimer Co. 

such an oil cup known as the sight-fe«d type made 
by the Lunkenheimer Co. 

In some cases a more automatic form of oil cup, 
known as the Wick-feed type, is used at points re- 
quiring a limited amount but steady lubrication. 
The wick oil cup is made up of a metallic case 
having a standpipe through which a strand of 
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H soft wicking: is threaded. The upper open end of 
^ the wick falls over the top of the standpipe, dip- 
ping into the oil. and the other looped end rests 
upon the surface of the bearing. The friction in the 
bearing generates the heat that draws the oil 
' supply from the cup through the wicking. Since 
this oil supply varies with the heat in the bearing, 
it forms a simple automatic system of lubrication. 

MULTIPLE LUBRICATORS. 

Fig. 43 illustrates two common types of mul- 
tiple lubricators manufactured by the Lunken- 
heimer Co., consisting of the oil supply tank, the 




Fig. 43 

Itiulp Lubricators for the Forced Feed Syst. 



circulating pump mechanism, and the feed pipes 
extending through the top of the tank. These oid 
feed pipes are proviilorl each with a visible glaas^ 
gauge to indicate tho niinilitM- ul' drops per minutfr 
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in each individual feed, and they have adjustable 
needle valve spindles on top to regulate the rate 
of flow according to the demands of the various 
Parts of the motor. 

The usual rates of lubrication allowed for the 
different parts of the motor are as follows : — 
15 to 20 drops per minute to the crank 
case oilers; 8-10 drops to the cylinder; 
6-8 drops to the main crank shaft bear- 
ings. 
The general piping layout of a Forced Feed 
Lubricating system for a Four-cylinder vertical 
engine is shown in Fig. 44. The oil tank is shown 
in both front and side views. It has eight feed 
pipes provided with needle valves (N) and a pump 
driven by pulley (P) from the crank shaft. The 
cylinder oilers are located at C, the main crank 
shaft oilers are at M, and the crank case oilers at 
K. The fly wheel (F) is shown driven by crank 
shaft (S)in the usual manner; the front part of 
the crank case is removable, bolted together at 
points R. Most of the details were omitted for 
the sake of simplicity. 

GREASE CUPS. 

At points where grease is required to be fed 
regularly, some form of grease cup is employed. 
This usually consists of a metal cup provided with 
% plunger threaded on the outside and projecting 

*»• the top of the cup. The grease is forced 
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iown to the bearing by screwing this plunger into 
the cup until the supply is exhausted. This re- 
Qiuires frequent refilling especially at points where 
the bearing is subject to considerable speeds, in 
which case an automatic supply of a heavy grade 
of oil is much more reliable and satisfactory. 

LUBRICATION TROUBLES. 

An over supply of oil will often cause as much 
trouble as insufficient lubrication, particularly in 
the cylinders, where this may cause either misfir- 
ing at the spark plugs, or preignition and back 
firing. But, as a rule, the majority of troubles due 
to defects in the lubricating system are caused by 
the parts running dry and overheating to a dan- 
Serous point. These are usually made evident by 
Pounding in the cylinders and noises of scraping at 
the bearings, often accompanied by smoky exhaust 
and the smell of frying oil and gum at the points 
affected. Any obstruction in the oil supply sys- 
tem will quickly develop these symptoms, giving 
fair warning to the operator that the bearings and 
piston are getting hot. If the trouble is not quick- 
ly remedied, the piston will begin to rub against 
the cylinder walls and finally stop by friciton on 
account of expansion, due to the heat developed 
^Y running without lubrication. This will result 

• 

in badly scratched cylinder walls, causing com- 
pression leaks and thus lowering the general eflfi- 
ciency of the motor. The bearings running with- 
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out oil will also be quickly wiom out, and, in 
severe cases, the shafts may be seized, which 
stops the motor. It is therefore evident that any 
serious defects in the lubricating system, if neg- 
lected, will cause a considerable loss of time and 
money in repairs. 

REMEDIES. 

As in many other troubles, the maxim holds 
true here, that **an ounce of prevention is worth 
a pound of cure". 

To avoid lubrication troubles, the oil should be 
kept clean and free from admixtures. It must be 
carefully regulated for each particular point and 
the various cups and reservoirs must be frequently 
inspected to be sure of a sufficient supply. The 
oil feed pipes should be protected so that they 
are not bent, punctured or squashed while the 
motor is running. In case the motor is stalled due 
to the piston running dry and getting stuck in the 
cylinder, it might be necessary, as a temporary 
measure, to open the relief cock at the top of 
the cylinder, after it has cooled off, and pour 
kerosene oil into it, turning the engine over sev- 
eral times by hand until the oil has sufficiently 
lubricated the sides of the piston to allow its 
free motion. The permanent damage must be 
remedied later by reboring the cylinder and in- 
serting new piston rings to prevent a loss of power 
due to compression leaks. 
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QUESTIONS ON CHAPTER VL 

1. Name the physical and chemical require- 
ments of oils suitable for lubrication of jras motors. 

2. What are the advantages of the sight-feed 
oilin:r system? 

3. Compare the relative merits of the splash 
feed and forced feed oiling systems. 

4. What are the functions and principal parts 
of the multiple lubricator! 

5. Give the proper rates of feeding oil to the 
following parts of a gas engine : 

(a) The Crank Case. 

(b) The cylinder. 

(c) Main crank-shaft bearings. 

6. What is meant by "wick-oiling"? 

7. What is the advantage gained by adding 
graphite to the system, and the correct proportion 
for cylinder lubrication ? 

8. Enumerate the most common gas engine 
troubles caused by an excess of oil supply. 

9. What are the results of partial or total 
failure in the supply of oil to the cylinder? 

10. How can most lubrication troubles be 
avoided ? 

11. What is the method of procedure for start- 
ing the motor in case the piston is caught in the 
cylinder due to lack of oil ? 

12. What is the advantage in using the non- 
return forced-feed oiling system for aeroplane 
niotors ? 
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ANSWERS TO QUESTIONS ON CHAPTER^ 

1. The hot-tube ignition system is simple an^ 
direct; but it is not very reliable; it is expensive _^ 
in fuel and equipment, and it does not provide fo:^^ 
close regulation. ' 

2. The total resistance of 800 ft. of wire^ ^ 
having a specific resistance of 0.00025 ohms per^ 
ft. is equal to: — 

0.00025 X 800 = 0.2 ohms 
5. The current supplies to above circuit from-* 
220 
220 volt mains is equal to = 1100 ampecj 



. (Kilo- ^ 
Dceaa of I' 



The power consumed in this circuit is: 
820 X 1100 = 242,000 watts ^ 242 K.W. 
watts). 
4. Electro-magnetic induction is the process of 
generating electric power in a circuit by varying 
■the strength of the magnetic field surrounding it. 
In the make-and-break system the ignition 
spark is produced by breaking the circuit in the 
igniter and causing the current to continue its flow 
J across the gap due to electrical inertia. 

6. The circuit of the make-and-break system 

f a single-cylinder engine consists of a battery, 

a ' o (mostly both) ; a primary induction 

h t and the igniter with the timing 

'nder single acting engine using I 
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tlie jump-spark system, the following ignition 

^^luipment is required: A low-tension magneto; a 

fc^attery; a double-throw switch; a commutator; 

'timing mechanism; four induction coils with 

"^^ibrators and condensers; four spark plugs. 

8. The induction coil is used to raise the volt- 
ge of the ignition circuit to a value large enough 
overcome the air resistance in the gap. It oper- 
ates on the principle of electro-magnetic induc- 
tion, the primary coil acting as the magnet, the 
vibrator producting the variations in magnetic 
strength, and the secondary coil generating the 
induced current at high voltage. 

9. The advantages of the Edison battery are : 
Its light weight ; reliability ; freedom from fumes ; 
strength of construction. The disadvantages are : 
high cost; low watt-hour efficiency; low voltage 
per cell. 

10. The magnetic switch controls the storage- 
battery circuit automatically and prevents over- 
charging the cells or running them down too low. 

11. The principal causes of failure of the igni- 
tion system are: — Moisture, corrosion, dirt, over- 
heating, loose connections, and defective equip- 
ment. 

12. To locate the misfiring cylinder, disconnect 
the spark-plugs, one at a time, with the engine 
running, and when the faulty cylinder is discon- 
nected, this will not decrease the speed of the 
motor. 



CHAPTER Vn. 

THE COOUNG SYSTEM. 

The thermal efficiency of any gas motor depends, 
theoretically^ upon the ran^re of temperatures be- 
tween the combustion chamber and the exhaust 
pipe, since the greater the difference in tempera- 
ture between these two ends of the cylinder, the 
greater is the quantity of heat available for useful 
work. According to this principle, the cylinder 
walls should be kept as hot as possible, since the 
effect of cooling them is to lower the power output 
of the motor. There are, however, many practical 
considerations limiting the allowable temperature 
of cylinder parts to a maximum of about 450 de- 
grees F. At higher temperatures, the metal loses 
its mechanical strength ; the piston and valves ex- 
pand to such a degree that they cannot operate 
smoothly ; and the lubricating oil begins to vapor- 
ize and decompose, making it impossible to keep 
the cylinder properly oiled. 

The function of the cooling system is, therefore, 
to carry away the heat from the cylinder walls fast 
enough to keep their temperature not higher than 
400 to 500 degrees F., this rate of radiation or 
heat absorption not being great enough to ap- 
preciably lower the power capacity of the motor. 

168 



THE COOLING SYSTEM 1 69 

GENERAL PRINCIPLES OF HEAT RADIATION. 

The process of heat radiation generally consists 
of an interchange of heat between two substances, 
the total quantity of heat lost by one substance be- 
ing equal to the heat gained by the other sub- 
stance. 

Since the quantity of heat absorbed by any body 
<3epends upon its rise in temperature, its weight, 
SLTid specific heat, these factors will determine the 
amount of heat that can be carried away by any 
cooling agency during any given period of time. 

The rate of radiation, therefore, depends upon 
the following conditions: 

(1) It increases with the size of radiating 
surface. 

(2) It decreases with the thickness of the com- 
municating walls. 

(3) It increases with the difference in temper- 
ature between the the hot body and cooling me- 
dium. 

(4) It increases with the specific heat of the 
cooling fluid. 

(5) It increases with the rate of circulaton. 
The various types of cooling systems utilize 

these principles to keep the cylinder walls at the 
proper temperature. 

AIR COOLING SYSTEM. 

Air is in all cases the final agency for carrying 
the heat away from the cylinder to the surround- 
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ing space. In some cooling systems this is done 
indirectly, by using some liquid to circulate 
around the walls and then communicating this 
heat to the air; in the smaller sized motors, de- 
veloping in each cylinder not more than five H J., 
such as are used in the motor-cycle or in the 
small portable engines, the air is used directly 
as a cooling medium. 

In order to increase the rate of radiation in the 
air cooling system, the radiating system is usual- 
ly enlarged by constructing the cylinder with a 
number of ribs cast solid on the outside of the 
walls as indicated in Fig. 12 (see chap. HI), which 
allows a much greater area of hot metal to come in 
contact with the air. The rate of circulation of 
cool air is also increased by placing near the cyl- 
inder walls a fan driven at high speed from the 
crank shaft, thus replacing the warm air as fast 
as it absorbs the heat of the engine. 

Another method of cooling by air that has re- 
cently been developed in this country consists of 
placing a special sheet-iron housing around the 
cylinders, fastened to the cylinder walls by means 
of projecting bosses and left open at the bottom. 
The front of this housing has a circular enlarged 
space for a fan, which forces the cool air through 
the top of the enclosures and circulates it around 
the cylinders, discharging the heated air through 
the bottom. This provides a much larger radi- 
ating surface and it is very simple and efficient 
for small sized motors. 
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WATER JACKETS. 

For motors having large cylinders which de- 
velop more than 5 H.P. each, the direct air- 
cooling system is not sufficient to take care of all 
the excess heat generated in them. In such cases 
the cylinders are made with double walls extend- 
ing vertically about two-thirds down, also around 
the cylinder head, and in some cases even around 
the valve chamber and the exhaust piping. The 
spaces between the double walls, known as Water 
Jackets, are used for circulating through them 
some medium having a higher value of specific 
heat than air, such as water, oil, or special mix- 
tures adopted for the purpose. The general con- 
struction of such water jackets is indicated in 
Figs. 10 and 11, (see Chap. Ill), where these walls 
are shown cast solid with the cylinders. 

In some types of motors used for aviation the 
water jackets are built of thin copper to increase 
the heat-carrying capacity of the system. 

WATER CIRCULATING SYSTEMS. 

In systems using water or a special mixture as 
a cooling medium, the temperature of the liquid 
in the jacket should be about 160-180 degrees 
Fahrenheit. This is accomplished by constantly 
circulating the mixture, forcing the hot liquid 
from the jackets to a special air cooled radiator, 
and drawing the cool liquid from the radiator 
back to the jackets. This may be done by the 
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■ so-called natural, or Thermo-Siphon process, or 
V by the more positive method of employing a cir- 
culating pump. 

The thermo-aiphon process is based on the 
principle of the action of heat upon the density of 
any liquid, making it lighter at higher tempera- 
tures, and thus forcing the heated portion of the 
mixture to the upper parts of the .jackets. From 
there it flows to the top of the radiator where its 
heat is transmitted to the air, and, becoming 
denser, it falls by gravity to the bottom of the 
radiator and into the lower part of the cooling 
jackets, which is usually placed below the bottom 
of the radiator to provide a natural flow. This 
system has the advantage of simplicity; but it de- 
pends upon a fairly level position of the motor, 
which is not always the case with portable equip- 
ment; and the rate of circulation is, naturally, not 
fast enough to take care of very large motors. 

A more positive method of circulating the liquid 
is by the use of some type of a circulating pump 
located at the inlet to the cylinder jackets, and 
driven from the crank shaft. The general ar- 

»rangement of such a system for a four-cylinder 
engine is shown on Fig. 45, where the water from 
the circulating pump (P) is forced to the pipe (A) 
leading to the manifold (M), which branches off 
to the jacketa (J> of the individual cylinders. 
The hftflted Uf ' "masses out at the top through 
. /oi kt tor (R), where it is cooled 

ipipe (BJ V 
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and drawn into the suction pipe of the pump to 
be used over again in the same manner. This 
makes a closed system, and at ordinery operating 
conditions, the same amount of liquid can be cir- 
culated for a long period of time without being 
refilled from outside sources. 




fk;.'4-S -Mechanically Circulated 
^H l^ier Coolm^ System^ 

^^For stationary engines some form of open cir- 
culating system is often employed, making use of 
the absorption of heat due to vaporization in open 
tanks, cooling towers or cooling ponds. This is 
applicable only to engines having a sufficient 
supply of cold water, not too expensive to be used 
lor such a purpose. 
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CIRCULATING PUMPS. 

In the majority of stationary gas-engine instal- 
lations the circulating pump for the cooling liquid 
is driven from the crank shaft, and is usually of 
the plunger type with automatic globular valves, 
as illustrated in Fig. 46, which shows a cross- 




Fig. 46 

Plunger Type Water Pump. Intematiotul HorrMterCo, 

section through a small plunger type water pump 
built by the International Harvester Company. 

The reciprocating movements of the plunger 
are produced by means of an eccentric keyed to t 
the crank shaft. When the eccentric lifts the I 
plunger to the top of the pump chamber, thisj 
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creates a partial vacuum in this chamber, causing 
a suction strong enough to lift the spherical inlet 
valve (ball check) and thus admitting water to 
the pump. At the next half revolution of the 
eccentric the plunger moves down, creating a 
water pressure which forces the inlet ball check, 
located at the right (See Fig. 46 )to close, and 
the discharge ball check, at the left — ^to open, and 
allow the water to be discharged to the jackets. 

These pumps are very efficient, but they require 
a great deal of attention, since any slight rough- 
ness in the pump cylinder or in the valve passages 
will materially reduce their output. They are 
generally not very powerful, since their rate of 
water delivery is intermittent, coming in short 
pulses depending upon the speed of the motor. 

To secure more positive action for small sized 
gas motors, the various types of rotary pumps are 
employed. In these types the water is forced 
through the pump by the action of the rotating 
vanes or gears. This creates a vacuum at the in- 
let and forces the water out through the discharge 
pipe with considerable velocity imparted to the 
liquid by the rotary motion of the vanes or gear 
teeth. 

Fig. 47 is a simplified drawing of a rotary gear 
pump employed on many automobile engines, one 
of the gears (G) being keyed to the shaft N, 
which is driven by other gears from the crank 
shaft. The inlet pipe (S) is connected to the 
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radiator, and the discharge pipe (D) is attached 
to the manifold supplying the water jackets ti 
indicated in Fig. 45. 

The rotary pump delivers a steadier stream ol 
water than the plunger type; but its operation de- 
pends upon the action of many projecting parts 




figAy-Roiar^ GearPtmp. 



which are liable to be covered with deposits of 
scale and grit, causing serious obstructions to the 
free circulation of the cooling liquid. 

In many modem automobile engines the forced 

^ 'ftter is secured by means of a 

bown in Fig. 48. This pump 

lour large curved blades (B) 

netal casing (C) and capable 
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of creating a verj' powerful circulation, provitlinff 
the shaft <N) is driven at high speed. The water 
is drawn by auction through the inlet pipe (S). 




and is forced out to the ia.ketsJJJ-«J/J-^^. 
med discharge Pipe ,D), in '^ /=°"*" „„ the prin- 
The act.„„ of this pump 1?."^"?* developed in 
ciple of ceolrifue,! force, whio" 1= " 
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any revolving Dody due to the resistance of its 
particles to circular motion. This force tends to 
throw the outside particles of the revolving mass 
away from the center of motion in a straight line 
tangent to the edge of the circle, in the same 
manner as mud is thrown off the rim of a revolving 
wheel. In the pump this .forces the particles of 
water along the curved paths of the revolving 
blades until they find an outlet through the dis- 
charge pipe. The vacuum created at the center 
of these blades develops the suction which draws 
the water from the inlet pipe. 

RADIATORS. 

Since the final dissipation of heat from the cyl- 
inders to the air takes place in the radiator/ its 
radiating surface is made as large as practicable, 
consistent with mechanical strength and freedom 
from friction to the flow of the cooling 
li(iuid. Usually the radiator is made up of a 
number of circular pipes or tubes, arranged in 
Monio compact manner and having a large number 
of small circular or rectangular metal disks at- 
I.MrlH'tl to them at regular intervals, to increase 
\\\o radiating surface. For a motor using the 
I ln'iMit* siphon system the amount of radiating 
•nn iM« t* Mhould be at least 5 sq. ft. per rated H.P. 
\\ ii \\ M loired circulating system the radiating 
-Mil lnr«» i^* rtuluced, in order to prevent the trouble 
,if ktHiiliuV the cylinders too fast and thus de- 
It^ pllliMtMicy of the motor. 
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[Fig. 49 illustrates two common types of radi- 

mrs combined with water tanks, for use in auto- 

lobiles. The radiator shown at (a) is made up 

^f a series of horizontal tubes with radiating disks, 

- rUhnff Caps - 










(P')}iorizonM Tizbular Ch) HotieycoziUfed- 

while at (b) is shown a type of radiator having a 
cellular or honeycombed construction, which 
results in a larger radiating surface per cubic ft. 
but which offers a greater obstruction to the cir- 
culation of the liquid. This latter type is, there- 
fore, preferable for use in connection with a cir- 
culating pump. 

FANS. 
In many radiating systems, whether air cooled 
or water cooled, the circulation of air is increased 
by the use of a fan mechanically driven from the 
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main shaft of the motor at about IV^ times to 
twice the speed of the crank shaft. These fans 
are usually made up of a number of vanes in- 
clined at an angle to create a suction, driving the 
heated air away from the cylinders or the radi- 
ator and displacing it with cooler air from the 
surrounding space. Fig. 50 ia a simplified draw- 




ing of a cooling fan designed for use in automo- 
bile motors, usually driven by a belt from the 
crank shaft. In some motors the fan is combined 
with the fly-wheel by constructing the wheel 
spokes in the shape of thin vanea inclined at the 
proper angle. 

For very powerful motors, several fans or even 
large blowers have to be used to provide the 
proper circulation of air, especially in stationary 
e the cooling process ia not aidei 

e machine. 
lotors the function of the fan is 
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often performed by the propeller and also by the 
cooling effect of the air. 

NON-FREEZING MIXTURES. 

The objection to using water as a cooling me- 
dium is due to the fact, that when freezing it 
expands materially, which is liable to ruin the cyl- 
inders or the radiator by bursting the jackets or 
pipes, if proper measures are not taken to prevent 
such freezing : either by draining the system after 
the motor is stopped; by protecting the motor 
:f rom the effects of the cold weather ; or by using 
some special non-freezing mixture. 

A very common mixture used to prevent the 
freezing of water is made up of a 50% solution of 
calcium chloride, which will lower the freezing 
point to about — 15°F. 

For use in automobile engines this solution is 
prepared by first dissolving 15 lbs. of the salt in 
one gallon of water. This gives about 2 gallons 
of the saturated solution at 60°F., to which 2 or 3 
gallons of water should be added to dilute it to a 
50% solution. A small quantity of slaked lime is 
also added to neutralize the actitn of this mixture 
as. an acid. 

In using the calcium chloride solution care must 
be taken to provide a proper supply of water to 
make up for its evaporation so as to prevent crys- 
tallization of the mixture when it reaches the point 
of saturation ; its temperature should also be kept 
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below boiling to avoid the formation of hydro- 
chloric acid, which is very injurious to the metal. 
The specific gravity of the proper 50% solution i 
1.21, which could be tested by the hydrometer tu 
ascertain whether we have a sufficient supply of 
water in the mixture. In some mixtures Potas- 
sium Carbonate is used on account of its weaker 
acidity, but it is more expensive. 

Another common anti-freezing mixture is made 
up of two parts of gylcerine, one part of water 
and one part of wood alcohol, which reduces the 
freezing point to zero F. The objection to glycer- 
ine is that it attacks the rubber in the gaskets and 
packing, and it fouls the system unless renewed 
very frequently. 

In cases where the cooling system is absolutely 
closed and free from evaporation troubles, a so- 
lution containing from 25% to 40% of denatured 
grain alcohol is used with the addition of some 
glycerine and slacked lime. This lowers the 
freezing point to about — 3"F, with 25% of alco- 
hol, and to about — 25'"F with a solution contain- 
ing at least 40% of alcohol. 

In preparing these anti-freezing mixtures, the 
strength of the solution must also be governed by 
thp danger from Electrolytic action, or the cor 

sive action due to the solution forming a chem- 
^,'^ . qn with the metals in the jackets 

*'^* \ generating an electric current, in 

as in an ordinary primary cell, 
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With a salt solution, this electrolytic action is 
Very prominent, while the alcohol solutions are 
much more satisfactory in that respect. 

PirtNG. 

The rate of circulation is often seriously im- 
peded by friction in the piping system and in 
the radiator tubes or cells. This must be prop- 
erly allowed for in the design of any practical 
cooling system, by computing the total low of 
flow due to piping. The actual values of friction 
loss in pipes of various sizes, in systems delivering 
from 5 to 500 gallons per minute, are given in 
Table No. 4, which was compiled by Mr. G. A. 
Ellis for the Warren Steam Pump Co. 

TROUBLES DUE TO IMPROPER COOLING. 

The direct results of a defective cooling system 
are: Poor lubrication with all its attendant cyl- 
inder and bearing troubles ; and also preignition, 
due to the mixture reaching its ignition tempera- 
ture during the earlier part of the compression 
stroke, before the engine is ready for the explosion. 

Defects in the cooling system are caused either 
by some obstruction in the path of flow due to 
crystallization of the mixture, scale deposits and 
metal deposits due to chemical and electrical 
action; or circulation troubles may be caused by 
obstructions and breaks in the piping system ; also 
by a defective pump, radiator or cooling fan ; and, 
finally, by freezing of the liquid. 
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In some cases the cooling system is too perfect, 
i. e., it cools the cylinders so fast that the engine 
cannot develop its full power, especially on start- 
ing the motor. This retards the rise in speed and 
lowers the general efficiency of the engine. 

REMEDIES. 

The deposit of lime or of any other scale upon 
the interior walls of the cooling system can be re- 
moved by filling the entire space with a 5% solu- 
tion of hydrochloric acid and leaving it there for 
a period of about 10 to 12 hours, after which the 
acid should be drained off and the piping thor- 
oughly flushed with running water. 

The non-freezing mixture must be carefully 
prepared to avoid any chemical or electrolyctic 
' action and to secure as low a freezing point as pos- 
sible under the circumstances. 

In draining the system to prevent bursting of 
the pipes or jackets due to freezing, great care 
must be taken to see that no liquid is left in any 
pockets or chambers; and the pump should be 
operated for a few minutes after the liquid is 
drained off to remove any liquid remaining in the 
pump chamber or in any other part of the system. 

QUESTIONS ON CHAPTER VIL 

1. Enumerate all the conditions affecting the 
rate of heat radiation. 

2. How does the cooling of cylinder walls 
affect the efficiency of the motor? 
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What are the practical limitations in tem- 
perature of the cylinder walls of a modem gas 
motor? 

4. What equipment is required for an air- 
cooline: system of a two-cylinder motor-cycle en- 
gine? 

5. What equipment is required for a water 
cooling system of a six-cylinder motor developing 
60 H.P. and using forced circulation? 

6. What are the advantages and disadvan- 
tages of the plunger type of circulating pump ? 

7. What is the principle of operation of the 
centrifugal circulating pump? 

8. How much radiating surface is required for 
a cooling system of a four-cylinder motor develop- 
ing 40 H.P. and using the thermo-siphon system 
of circulation? 

9. What is the advantage of using a 50% so- 
lution of calcium chloride as a cooling liquid? 

10. How does the addition of slaked lime affect 
the qualities of the cooling mixture? 

11. How is the operation of the gas motor 
affected by the failure of the cooling system? 

12 How can the scale deposit be removed 
ifi-om'the water circulating system? 

IaNSWERS to questions on chapter VI. 

[ LubriCttUng o''*" **"■ 2^^ motors should have 

LhefoUownK^""""'- Viscosity; fluidity; free- 
mC t m aci'*' ^"^ ^''"'" decomposition be- 
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low 500°F; high flash point; high burning point 
(about 600°F) ; a low coefficient of friction; phys- 
ical and chemical purity. 

2. The sight-feed oiling system is simple, di- 
rect and economical. 

3. The splash-feed oiling system is simple and 
reliable, but it is wasteful of oil ; the forced feed 
oiling system is more positive and efficient, but it 
requires careful handling, also frequent inspec- 
tion and repairs. 

4. The multiple lubricator acts as the supply 
tank for the system and regulates the flow of oil 
to the various bearing points in the motor. It 
consists of a mechanically driven pump or a series 
of pumps, an oil tank, a number of feed pipes 
with glass gauges for indicating the rate of flow, 
and set screws with needle-valve spindles to reg- 
ulate this flow according to the requirements of 
each oiler. 

5. The rates of feeding oil to the various 
parts of the motor are as follows : 

(a) To the crank case — 15 to 20 drops per 
minute. 

(b) To the cylinder — 8 to 10 drops per 
minute. 

(c) To the main crank-shaft bearing — 6 to 8 
drops per minute. 

6. Wick-oiling is a method of lubrication by 
means of a wick placed in the oil cup, with one end 
resting upon the bearing surface, and automat- 
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ically drawing the oil through the wick due to the 
heat generated in the bearing. 

7. The addition of graphite to the oil raises 
its vicosity without making it less fluid. It should 
be used in the proportion of about one teaspoonful 
of graphite to a pint of oil. 

8. An excess of oil supply may insulate the 
gap at the spark plug and thus cause misfiring; 
or it may enrich the explosive mixture sufficiently 
to cause preignition and back-firing. 

9. A failure in the supply of oil to any part 
of the motor causes over-heating at the bearing 
surfaces. This results in expansion of the work- 
ing parts, causing pounding and scraping, often 
ending with the stopping- of the motor and per- 
manent injury to the cylinder walls. 

10. Lubrication troubles can be avoided by 
using proper oil, keeping the system clean and 
frequently inspected, and, finally, by protecting 
the piping and equipment from mechanical injury. 

11. To start the motor with the piston caught 
in the cylinder, cool off the engine, then open 
the relief cock and lubricate the cylinder with 
kerosene oil by turning the engine over by hand. 

12. The non-return forced feed oiling system is 
the most positive method of lubrication, since it is 
free from all danger of obstructions. It is waste- 
ful in oil; but this system is justified for use in 
aviation motors on account of its simplicity and 

reliability. 

TD PART ONE. 



PART II 

PRACTICAL APPUCATIONS. 

CHAPTER VIII. 

THE STATIONARY GAS MOTOR. 

The development of gas power on a large scale 
involves more careful regulation of fuel supply and 
closer speed and ignition control than is required in 
operating smaller sized motors. This is due to the 
fact that with large stationary gas engines the ques- 
tion of economy is of greater importance on account 
of the large saving in fuel that can be obtained with 
even a slight increase in the working efficiency of 
the engine. The cooling system of larger units is 
also more elaborate than in small gas motors, since 
the larger volumes of fuels and the higher tem- 
peratures of explosion used in stationary gas engines 
result in much greater heating of their cylinder 
walls, inlet and exhaust valves, and exhaust piping. 

The most common fuels used in the larger sizes of 
stationary gas engines are the products of anthracite 
and bituminous coal in the form of producer gas, 
illuminating gas or blast-furnace gas. 

The use of natural gas is limited to the particular 
localities where such fuel can be obtained in suffi- 

189 
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cient quantities for power development. Many sta- 
tionarj- gas motors employ the heavier petroleom 
oils in liquid form by injecting them into the cylin- 
ders under pressure. The use of the lighter petro- 
leum products, such as gasoline, is better adapted for 
the smaller sized motors on account of its limited 
supply and prohibitive cost. 

GAS PRODUCERS. 

The vaporization of either anthracite or bitumin- 
ous coal for use in gas engines takes place in the G« 
Producer, where the coal is burned and combined 
with water vapor, forming a mixture of carbon 
monoxide gas, hydrogen, and other hydro-carbons 
diluted with nitrogen. One pound of coal usually pro- 
duces about 80 cubic ft. of gas, having a caloriiic 
value of from 140 to 160 B.T.U. per cu. ft. This 
gives the maximum heating value of 12,800 B.T.U, 
obtainable from each pound of coal, as against the 
theoretical heating value of coal equal to 19,000 
B.T.U. per lb. The maximum thermal efficiency of 
the gas producer is therefore equal to : 
12800 

— = 67.4%. 

19000 
L Tlie advantage gained is the generation of a gas fuel 
\ trom coal which could not be used in solid form for 
I developing power in the internal combustion engine. 
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igement of a tj'pieal gas-pro- 
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saction type of producer, where the circulation of 
gas takes place due to the suction from the engine 
cylinders, while in the pressure type of producer the 
gases are circulated by means of a large power- 
driven blower, independent of the operation of the 
engine. Referring to Fig. 51, the coal is fed through 
hopper (H) to the gas generator (G), which con- 
sists of a vertical cylinder lined with fire-brick, and 
is provided with ash and air doors and with a large 
grate where the coal undergoes complete combus- 
tion. This results in the production of carbon 
dioxide gas, which in passing upward through the 
large mass of coal, picks up more carbon, partly com- 
bining with it chemically to form carbon monoxide, 
a combustible gas. These hot gases pass through 
pipe (a) to the vaporizer (V), where they come in 
contact with a series of vertical water tubes sup- 
plied with hot water from the engine jackets. This 
readily generates steam which is drawn through pipe 

(b) into the space under the generator grate, ming- 
ling with the air and being decomposed by the in- 
tense heat at the bottom of the generator into oxygen 
and hydrdgen. The oxygen helps combustion, and 
the hydrogen is set free, forming a mixture with 
the carbon dioxide, carbon monoxide and nitrogen 
liberated by the air. 

This combined product is now passed through pipe 

(c) to the Scrubber or purifier (S), where the gases 
are forced through a deep bed of coke over which 
water is constantly sprayed. This removes most of 
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power by piping it through a pressure-reducing 
valve to an engine adapted for operating with this 
filel. This gas consists of about SO'/, of metliane or ' 
marsh-gas, and about 1% to 10% of hydrogen, the 
balance being made up of traces (very small quan- 
tities) of carbon monoxide, carbon dioxide, and other 
hydro-carbons mixed with oxygen and nitrogen. On 
account of its large percentage of rich fuels this gas 
has a much higher calorific value (about 800 to 
1100 E.T.U. per eu. ft.) than producer gas, but since 
it requires a correspondingly larger volume of air 
for its complete combustion, the thermal efficiency 
of its mixture with air is only about 50% greater as 
compared with a mixture using producer gas. 

ILLUMINATING GAS. 

The gas now generally used for illuminating, heat- 
ing and cooking purposes can be used also for devel- 
oping power, since it contains many of the constitu- 
ents present in the producer gas and natural gas. 
It is not used for power on a very extensive scale on 
account of its present high manufacturing cost. 
IJut the recent development of more efficient meth- 
ods for its production and the wider commercial 
I utilization of its various by-products are gradually 
ftfonmdStt|lu<!Ost of illuminating gas, making it more 
EmMwBBS^use as a fuel in internal combustion 
[ engines. 

[ There u^j^ko principal methods of manufactur- 
■^Eilfaj^H^^^Kas : (1) By heating coal in sealec 
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retorts without any supply of air or moisture, the 
product being known as coal gas, which is drawn 
from these retorts by means of a special pump, after 
which it is purified. (2) By heating coal or coke 
to incandescence, and then bringing it in contact 
with steam, which is decomposed by the heat into 
hydrogen and oxygen. This gas i9 called water gas 
and it is usually mixed with oil gas or carbureted 
to make it more luminous. 

The average composition (by volume) of these 
two gases is as follows : 



Carbon Monoxide 

Carbon Dioxide 

Methane 

Hydrogen 

Nitrogen 

Oxygen 



Coal Gas 
(Percentage) 



10 
3 

31 

46 
5 

0.3 



Carbureted 

Water Gas 

( Percentage) 



28 
3 

20 

31 
3 

0.4 



One pound of coal usually produces about 30 cubic 
feet of uncarbureted water gas having a heating 
value of about 300 B.T.U. per cu. ft. By adding 
about 5 gallons of oil for every 1000 cu. ft. of gas, 
we obtain the carbureted water gas with a heating 
value of from 500 to 650 B.T.U. per cu. ft. (See 
Table No. 1, Chapter T.) 
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BLAST-FURNACE GAS. 

The gas products of blast furnaces used far j 
tion of iron ore are very poor in hjd 
contain a great deal of foreign matter i 
be carefully removed before these gases e 
ized as fuel in developing power. Their n 
ing gas motors is justified only by the fact Q 
gases represent a total loss if allowed i 
throng the stack, and thej' can be used t 
tage, as long as the cost of purifyio? 1 
greater than the value of power dei 
engines by their use. This makes it j 
adapted for plants connected with I 
gical processes. 

OILS AND DISTILLATES 

The utilization of the header petrole 
distillates for power development in I 
gas motors requires special equipmeud 
them into the cylinders. In many 
liquid fuels are preheated and vaporiz* 
containers without mixing them with i 
are admitted into tiie inlet valve of thftll 
some stationary motors these liquid I 
sprayed or injected directly into the cyliQI 
end of the compression stroke, when the a 
for combustion is under hi^h pressure t 
veloped sufficient heat b\' its eompres-* 
the fuel as fast as it is injected. 
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Y outside agency for its ignition. This method is 
ployed in the Diesel motor which is now used in 
.ny power plants, pumping stations and on the 
est types of the Zeppelin airships, 
rhe calorific values and other physical properties 
I)€troleum products are given in Table No. 2 (See 
apter II) where we find that even the cheaper 
itillates and crude oils have high heating values 
npared with the products of coal, which makes 
jm very efficient for use in internal combustion 
)tors. 

RATING OF STATIONARY GAS ENGINES. 

The power developed in any stationary gas motor 
pends upon the following conditions : 

(1) Size of Cylinders (bore and stroke). 

(2) Average speed of motor (r.p.m.). 

(3) Quality of fuel and mixture used. 

(4) Type of engine (horizontal or vertical). 

(5) Number and arrangement of cylinders. 

(6) Method of operation (Two-cycle or Four- 

cycle, Single or Double acting, etc.). 

In general, the horse-power per working cylinder 
d, delivered at the brake of any gas motor varies 
rectly as the square of its cylinder bore multiplied 
the length of stroke and by its revolutions per 
inute. (For fuller explanation see Rating in Chap- 
r I, also questions and answers Nos. 7 and 8, 
lapter I) . 
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This general relation can be expressed as follows : 

P = D« X S X R X A — B (1) 

Where P is the brake horse-power per working cyl- 
inder end, D is the diameter of cylinder bore in 
inches, S is the length of stroke in inches, R is the 
average number of revolutions per minute, and A 
and B are special numbers depending upon the vari- 
ous conditions given above. The values of A and B 
in the above formula have been found from actual 
power rating of numerous stationary gas engines, 
to be as follows : 

For engines using producer gas, single-acting, 
either horizontal or vertical : 

1 

A = and B == —1.0 (2) 

17,900 

For engines using producer gas, double acting, 
horizontal : 

1 

A= and B= 4.0 (3) 

20,600 

For all engines using natural gas: 

1 

A = ; B = — 5.0 (4) 

15,200 

For single acting engines using illuminating gas: 

1 

A = ; B=— 2.0 (5) 

15,700 
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For horizontal, double-acting engines using blast 
furnace gas: 

1 
A = ;B=— 5.0 (6) 

21,000 
For all single acting engines using crude oik or 
distillates: 

1 
A = ; B = — 0.75 (7) 

21,875 

Finally, for all single acting stationary engines 
using gasoline: 
1 

A = ;B = — 0.50 (8) 

16,400 
The above values of A and B can be substituted in 
formula (1) to compute the HP. per working cylin- 
der end of any particular type of engine. 

Thus, in a two-cylinder, double-acting engine, 
using natural gas as a fuel, and having a 10-inch 
bore, a 12-inch stroke, and running at an average 
speed of 600 revolutions per minute, the brake horse- 
power per cylinder end is equal to : 
10 X 10 X 12 X 600 720,000 

5 = 5 = 42.4 HP. 

15,200 15,200 

Since in a two-cylinder, double-acting engine there 
are four working ends, the total HP. delivered at 
the brake of this motor is : 

42.4 X 4 = 169.6, or about 170 HP. 
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:i. nx 



The ratio between tiie medtankal power ddfrored 
at the brake of any gas engine and the beat Tahie 
contained m the fuel is known as its 



The average values of thermal eflickncies (at the 
brake) of various stationary gas moti»^ are as foir 

Iowa : 

In engines using producer, natural^ or ilhnniiiatmg 
gas, they are from 18^c for a 10 HP. motor to 27% 
for a 120 HP. motor. 

For engines using blast-furnace gas, the ^Scien- 
cies run from 23';; to 255c. For kerosene oil en- 
gines — from lf>*^/r to 185f , and for gasoline en^rines 
—from 16% to 20^;^ . 

In the modem Diesel engine, using crude oil for 
fuel, the thermal efficiencies run up to about 28% in 
motors of 150 HP. capacit>'. This represents at 
present the highest point in the development of the 
gas motor. 

The details of construction of the stationary gas 
engine depend primarily upon the number and rela- 
tive position of its cylinders. 

ARRANGEMENT OF CYUNDERS. 

Usually when the number of cylinders is greater 
than two, the engine is built vertically, to economize 
ill space that would be required for a horizontal 
niultiplo cylinder arrangement. With two cylinders, 
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the arrangement is, in most cases, horizontal, hav- 
ing them arranged either in tandem, diq>lez, or hori- 
zontaUy opposed. (See Fig. 18, 19 and 20, Chapter 
IV.) 

The advantage of the tandem arrangement is the 
saving in engine parts and bearings, and the conse- 
quent reduction in friction, giving a higher mechan- 
ical efficiency. 

Where conditions of floor space demand it, the 
duplex or twin arrangement is used, requiring a 
space of more nearly equal dimensions, while the 
tandem engine uses a long and narrow space. The 
duplex arrangement has also the advantage of more 
symmetrical connection to the crank shaft. 

The horizontally-opposed type of motor delivers 
a more balanced form of power than any other hori- 
zontal cylinder engine, and it is particularly well 
adapted for generating electric power. 

GOVERNOR. 

Large stationary gas motors usually operate at 
constant speed, since the mechanical power developed 
in such engines is frequently used for driving mill 
machinery, water pumps, or electric generators. In 
order to maintain their speed nearly constant, some 
type of governor is employed, operating on the fol- 
lowing principles : 

(1) Regulation of fuel valve by the hit or miss 
method, which consists of automatically shutting off 
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th« fuel supply during one or more cycles, in case 
the motor speed is suddenly increased. 

(2) Regulation of main exhaust valve, by the 
hit or miss method, providing an idle cycle when the 
speed exceeds its normal value, either by auto- 
matically keeping the exhaust valve open during 
admission stroke, or by keeping it closed during ex- 
haust stroke. In both cases the explosions are 
missed until the speed becomes normal. 

(3) Regulation of the mixing valve, using the 
throttling method, by varying the amount of valve 
opening according to the demands of the mechanical 
load on the motor. 

(4) Regulation of the amount of lift of inlet 
valve, thus automatically varying the quantity of 
mixture admitted to the cylinder. This is a modifi- 
cation of the throttling method. 

(5) Regulation of time of ignition, not very com- 
mon with large stationary engines, on account of 
the low thermal efficiency produced by this method 
of governing. 

The hit-or-miss method of governing is more effi- 
cient, since it provides for operation at maximum 
compression, but it has the objection of delivering 
unbalanced power. The throttling method is more 
wasteful of fuel, but it provides a power impulse 
for every cycle of the cylinder. 

The mechanism for governing speed in some gas 
motors operates by means of the effect of variation 
in speed upon the centrifugal force of the rotating 
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parts in either the flyball, or fly-wheel type of gover- 
nor. 

In the flyball governor, the rise in speed creates a 
larger centrifugal force in the rotating balls, which 
are attached by levers to a sleeve riding on the 
spindle of the governor. This spreads them farther 
apart, and their motion is transmitted through links 
to the proper valve, which reduces the speed of the 
motor. 

In the fly-wheel type of governor, two heavy 
weights are held in place by springs near the cir- 
cumference of the flywheel until a sudden rise in 
speed throws them farther apart, operating the 
valve and cutting down the speed to normal. 

Some types of governor are operated on the prin- 
ciple of the effect of speed variation upon the inertia 
of the heavy mass of the governor. To this class 
belong the various vibrating and pendulum gover- 
nors, in which any great rise in speed above normal 
actuates a lever connected to the valve-operating 
mechanism, throwing it out of contact with the lift- 
ing cam of the valve and thus keeping it closed until 
the speed is reduced to normal. In some modern gas 
motors the speed is regulated by means of a hydrau- 
lic governor, which operates by means of water pres- 
sure in the cylinder jackets. It consists mainly of 
a flexible diaphragm, placed between the cooling 
jackets and the governor mechanism which operates 
either the inlet, or exhaust valve. Any appreciable 
rise in speed automatically increases the circulation 



204 THE GAS MOTOR 

of cooling water in the jacket, which action exerts 
a greater water pressure upon the diaphragm. This 
pressure moves the levers operating the proper 
valve, and thus automatically cuts down the speed 
of the motor. In case the speed falls below normal, 
the reverse process takes place. 

All the above types of governor are provided with 
adjusting springs for predetermining the exact lim- 
its of speed control for any condition of operation. 

LAY SHAFT. 

The valves in stationary gas engines are usually 
all mechanically operated by cams or eccentrics, 
located on the lay shaft, which is driven from the 
crank shaft at half speed and placed, in horizontal 
engines, parallel to the cylinder bores. This shaft 
usually also operates the igniter timing mechanism 
and the governor, by means of proper gears, cams, 
or pulleys. In two-cycle engines the lay shaft is 
driven at full speed of the motor. 

COOUNG SYSTEM. 

Since large stationary gas engines are usually 
housed in power plants, there is no objection to their 
use of pure water as a cooling medium. In many 
instances where water supply is very cheap, the 
engine is cooled directly from the supply mains, 
allowing the hot water from the jackets to escape, 
and doing away entirely with all radiating equip- 
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ment. Where this is not practicable, some means 
are provided for radiating the heat, such as by the 
use of cooling tanks, towers or ponds, the cooled 
water being used over again by means of a circulat- 
ing pump. On account of the excessive heating of 
valves and exhaust piping in large gas engines, the 
valve chambers and exhaust pipes are frequently 
surrounded with water jackets connected to the cool- 
ing system ; in some cases, either the exhaust valve, 
or both valves, are made with hollow stems and 
bodies, through which the cooling water is circulated 
under pressure. 

SCAVENGING. 

On account of the greater volumes of gas mixture 
used in large-sized engines, some provision must be 
made to remove the burned gases quickly from the 
cylinder, in order to allow the fresh charge to enter 
the combustion chamber freely and without mingling 
with the products of combustion. This is accom- 
plished in some motors by providing a series of 
auxiliary exhaust ports, which are uncovered by the 
travel of the piston before the main exhaust valve is 
opened. 

A more positive method of quickly removing ex- 
haust gases from the cylinder is by scavenging or 
forcing the burned gases out of the clearance space 
at the end of exhaust stroke, by keeping the exhaust 
valve open while the piston is almost stationary, with 
the crank shaft at dead center, and admitting fresh 
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with the front plate of the crank case removed to 
show the cam shafts, cams, and rollers, controlling 
the six valves of the engine. The inlet valves are 
located in the cylinder heads and are operated by 
means of tappet arms and long rods lifted by cams. 
The exhaust valves are located at the sides of the 
cylinders and are actuated by means of push rods, 
cam levers, rollers and cams. The cylinders and all 
the inlet and exhaust gas passages are completely 
surrounded with water jackets, and the crank sliaft 
is provided with tw^o flywheels to insure an even dis- 
tribution of power and a uniform speed. 

THE NASH ENGINE. 

In the Nash Vertical Gas Engine, built by llift 
National Meter Company, both the inlet and exliaiurt 
valve are located at the sides of the cylindeirs, and 
they are made identical in their construction and 
method of operation in order to render them inter- 
changeable, which is an important advantage with 
large engines, where spare parts have to be provided 
for cases of emergency. In this engine the cam 
shaft is located outside of the crank case to provide 
for facility of adjustment and repairs. 

ELYRIA STATIONARY HORIZONTAL 

ENGINES. 

A typical arrangement of cylinders and valves in 
a horizontal gas engine of medium size is illustrated 
in Fig. 55, which is a longitudinal section of the two- 
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requires a flywheel mass heavy enough to provide 
sufficient inertia for driving the motor during the 
three idle strokes of the piston. This is accom- 
plished in the "Titan" engine by providing two 
flywheels, placed symmetrically at the two ends of 
the crank shaft, as shown in Fig. 52. 




This type of engine is frequently used on portable 
Vinits for driving small pumps, agricultural or kim- 
_-ber machinery, etc. Such detachable gas-motor units 
s usually provided with some special carbureting 
SVice for adapting them to burning of either crude 
, kerosene oil or gasoline. 
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F:^. 53 Ls a cross sectioa tfazoni^ ttie center line 
o: the cvlizicer of a vertical fonr-cyde smgle-<7lin- 
der Fairb&iLks-Morse dgine used for small station- 
arr gas power plantSw It has an antomatic inlet 
valve provided with a locking' device for regulatinif 
the size of valve opening. Hie exhaust valve is 
operated znechanically by means of a rocker ann 
througii the exhaust rod, roller and cam, which is 
fastened to the cam shafL Hie governor is of the 
inertia or vibrating type consisting of a weight at- 
tached by a lever to the cam shaft and regulated by 
m^zixiis of the governor spring in such a manner Hiat 
any vaiiation from normal speed affects tiie action 
of the valves, which tends to bring the speed back 
to the predetermined value. 

The lubricating system of the small sized Fair- 
banks-Morse vertical engine is of the splash-feed 
type, consisting of an oil i-eser\'oir at the bottom of 
the crank case, this lubrication being distributed 
through the main parts of the engine by bolting to 
the crank pin a bent plate, known as the oO splasher, 
which dips in the oil at every revolution of the crank 
shaft. 

The larger sizes of vertical gas engines built by 
the Fairbanks-Morse Company have both, the inlet 
and exhaust valve, mechanically operated from the 
c/ATY) shaft located inside the crank case, as indicated 
in Fig. 54. This figure is a general view of a ver- 
tical thre(i-cy Under four-cycle engine of that type, 




Fig. 53 

Section through Vertical Fairbanks Morse Engini 




rs. niien the speed falls below normal, the t 
moved farther away from the valve stem and t 
pply of explosive mixture is increased sufficieni 
bring the speed of the engine to the proper ^ 
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SAINT MARY'S TANDEM ENGINES. 

A type of stationary gas motor used for develop- 
i>ig mechanical power on a fairly large scale (from 
75 up to 500 HP.) is illustrated in Figs. 57 and 58, 
'W^hich are two views of the heavy duty horizontal 
tandem engine built by the St. Mary's Machine 
Company. 

Fig. 57 is a longitudinal section taken through 
the center line of the cylinder bores, showing the 
"tandem arrangement of the two cylinders and the 
location of the valves, which is similar to the ar- 
rangement in the Elyria engine. 

Fig. 58 is a cross-section made through the middle 
of one of the cylinders and the valves, showing the 
method of operating them by means of an eccentric 
keyed to the lay shaft, the eccentric transmitting its 
motion to the valves by means of rolling levers and 
tappet arms. ^ 

The inlet valve has a double disk arrangement for 
controlling the quantities of gas and air admitted 
to the cylinder through two separate ports. The 
proper quality of the explosive mixture, or the 
relative volumes of gas and air may be adjusted for 
any condition of operation by means of separate 
gas and air throttle valves located in their respective 
ports. • (See Fig. 58.) The speed in this engine 
is regulated by a centrifugal type of governor which 
controls the amount of lift of the inlet valve by 
means of a sliding roller in the same manner as in 
the Elyria engine. The cooling system in the larger 
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Ficr-Sd. 

Cross-Section of 

SA Xatif's 'landemEnffine 

sizes of St. Mary's engine is very elaborate, as shown 
in Fig. 58, which clearly indicates the numerous 
water jackets placed all around the cylinders, also 
around the exhaust piping, and even inside of the 
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exhaust valve, which is built hollow to provide for 
proper circulation of cooling water in the valve stem 
and head. This is made necessaiy on account of 
the large volumes of fuel burned in these heavy duty 
gas motors, and the high compressions and tem- 
peratures employed with this method of valve 
control. 

DUPLEX GAS ENGINES. 

Another method of arranging the cylinders of 
the smaller sizes of stationary motors is shown in 
Fig. 59, which is a longitudinal section of St. Mary's 
duplex engine, taken through the center line of the 
valve chamber. 

The two cylinders are placed alongside of one 
another, near one end of the crank shaft, with the 
lay shaft located between them, and both the inlet 
and exhaust valves are located in a separate valve 
chest placed at the other end of the crank shaft. 

The engine is provided with a flyball type of 
governor and a heavy flywheel in order to insure a 
practically constant speed, which makes this type 
of engine particularly well adapted for driving elec- 
tric generators. 

FUEL INJECTION IN THE DIESEL MOTOR. 

In the ordinary types of stationary gas motor de- 
bed above the thermal efficiency of the engine is 
' by the amount of compression which can be 
rried in the cylinder without causing pre- 



220 THE GAS MOTOR 

ifirnition and back firing, due to the fuel reaching' 
the ignition temperature before the end of the com^ — 
pression stroke. This limitation is partly overcome 
in the Diesel gas motor, by the method of keeping 
the fuel out of the cylinder until the end of compres- 
sion, the piston compressing pure air up to about^ 
500 lbs. per square inch ; and by admitting the f ueL 
into this compressed air just at the end of the com- 
pression stroke. This fuel, in the form of crud^ 
oil, is injected into the cylinder under pressure 
(about 700 lbs. per sq. inch) high enough to forc^ 
it against the compressed air in the combustion- 
chamber, and the heat developed by compressing th^- 
air is sufficient to ignite the mixture. 

The operation of the Diesel gas motor is based on^ 
the following conditions in the combustion chamber : 

(1) The maximum compression of the mixture^ 
is obtained by compressing pure air and injecting 
liquid fuel. 

(2) Ignition is provided by compression. 

(3) Highest pressure and combustion temper- 
ature are attained before combustion actually takes 
place, by the action of the piston. 

(4) The air is compressed without heat losses, 
directly to the maximum pressure of the explosion. 

(5) Fuel is introduced gradually, without sud- 
den rise in temperature during combustion. 

(6) A surplus of air is provided, insuring 
complete combustion. 

A detailed description of one of the largest Diesel 




Fig.60. 

Ccoss-Section of four- cyktixler 

Vertical WOO WP. Diesel- Jfotorf 
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motors built recently to supply power for a pump- 
ing station at Gladstone Dock, LiveriKX)!, was given 
in the magazine "Engineering/* September 12, 
1913, from which we have obtained tiie following 
data: 

The pumping station contains five units, each 
composed of a 54-inch Worthington centrifugal 
pump, direct-connected to a 1000 brake-horse-power 
Carels-Diesel engine. 

The engines are of the vertical, two-cycle, four- 
cylinder Diesel tj^pe supplied by the Consolidated 
Diesel Engine Manufacturers, Limited, running 
normally at 180 revolutions per minute. Each of 
the cylinders has a diameter of 510 millimeters, 
the piston stroTce being 660 millimeters, and the 
mean effective pressure is 6.75 atmospheres, or 
about 99.2 lbs. per square inch. 

Two fuel pumps are employed in each engine, 
each pump having two plungers, one for each cyl- 
inder. The burned gases are driven out of the 
cylinder by •two scavenge pumps delivering fresh 
air at about 5 lbs. per sq. inch to the scavenge 
valves, four of which are located in each cylinder 
cover. 

Fig. 60 is a cross-section of one of the Diesel 
units, and Fig. 61 is a partial longitudinal section, 
showing the arrangement of cylinders and main 
piping connections. 

Each unit is equipped with a high-pressure air 




Fig 61 



Longitudinal Section ofttie 1000 IfJ? 
Diesel Jfotof. 
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pump of the quadruplex water-cooled type, deliver- 
ing air for fuel injection and starting purposes. 

Another modem application of the Diesel motor, 
for propelling large airships, may be illustrated lag 
the following quotation from the "Chicago Tri- 
bune'' of October 23, 1917 : 

"CAPTURED *ZEP' HAS HVE MOTORS." 

"Bourbonne Les Bains, France, Oct. 22.— The 
L-49, the only Zeppelin to fall into the hands of 
the allies intact, struck its colors to the shotgun 
of a local workman named Boiteux. Lieut. La- 
fargue of the 'Crocodile' escadrille winged the 
Zeppelin, forcing it to land. 

"Gen. de Castelnau and M. Dumesnil, undersec- 
retary for aviation, who visited the Zeppelin Sun- 
day morning, congratulated Boiteux on his pres- 
ence of mind and enterprising courage which pre- 
served the airship, which will be a fruitful source 
of study for French aeronautical experts. He will 
be given suitable recognition by the government. 

"The L-49 has five motors of 250 horse power 
each, and four cars, the middle ones of which con- 
tain two of the engines and all the levers and in- 
struments. The small balloon had a total capacity 
of 25,000 cubic meters. The airship was able to 
make fifty or fifty-five miles an hour. The L-49 was 
a naval airship of the most recent type, was fitted 
with all latest improvements, and was almost brand 
new.'* The motors referred to in the above quota- 
tion were of the latest Diesel type. 
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The recent improvements in the construction of 
high-powered air compressors adapted for supply- 
ing air to internal combustion engines has made it 
practicable to use the stationary type of gas motor 
for propelling submarines. 

The actual details for propelling submarines by 
means of gas power were first worked out by Mr. 
A. R. Neff, a marine engineer. His method con- 
sists mainly of providing a pair of powerful air 
compressors direct connected to the main shaft of 
the gas engine, consuming about 150 HP. for their 
operation on a boat of about 1000 tons. The air 

• 

IS compressed to 3000 lbs. per sq. inch and stored 

• 

m steel flasks, the total air equipment wei^hinK 
about 160,000 lbs. and occupying a space of about 
1600 cubic ft. The exhaust from the gas motor is 
forced out of the submarine against the water pres- 
sure by means of the energy stored up in the com- 
pressed air, which drives a double acting force 
pump used as a "mechanical exhauster." 

The compressed air from the storage flasks is 
led to a special pressure-reducing valve, which de- 
creases its pressure to 150 lbs. per sq. inch, then 
the air is reheated to about 400 degrees F. before 
being admitted to the cylinders of the motor. 

The advantage of this method of submarine pro- 
pulsion consists mainly in the entire freedom from 
fumes from the storage batteries which is inherent 
With the electric drive, and the abundance of fresh 
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air at all times, whether the boat is afloat or sub- 
merged. 

The application of this system to United States 
submarines would have probably prevented the 
loss of the United States boat, F-4, which was 
caused by the battery fumes ; and the explosion on 
the United States boat, E-2, which was started by 
the ignition of accumulated hydrogen gas. 

CARE OF STATIONARY GAS MOTORS. 

In operating stationary gas engines of any con- 
siderable size, great care must be taken to have the 
proper adjustments for the maximum economy 
possible with each type of motor, as the question of 
efficiency is the determining factor in their opera- 
tion. 

The parts of the motor liable to be ruined by in- 
suflicient oiling or cooling must be frequently in- 
spected, since in the large sized engines the parts 
are very expensive and hard to replace. In engines 
used for driving electric generators the governor 
must be carefully regulated to insure practically 
constant speed, since any variations from the nor- 
mal value produce fluctuations in the generator 
current. 

In order to avoid most of the cylinder troubles in 
the stationary gas engine, all the parts must be kept 
clean from dirt, rust and moisture. This applies 

rticularly to the electrical equipment, since a fail- 
^f the spark may cause misfiring in one of the 
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5. Assuming a thermal efficiency of 18% 
engine specified in question 4, what is its 
sumption in gallons per hour, the density o: 
being 6.5 lbs. per gallon, and its heating vali 
19,000 B.T.U. perlb.? 

(). What is the advantage of the tandem 2 
niont of cylinders? 

7. Compare the relative merits of the 
miss*' and the "throttling" methods of speed 

iny:. 

S. What is the advantage gained by sea 
I ho jras engine? 

*). How is back-firing prevented in mode] 
.vlalionary gas engines? 

10. What are the principles of operatior 
Piosol jras motor? 

1 1 What conditions must be fulfilled bef 
,s\.s nu>tor can l>e used for propelling subm 

r; What are the advantages to be gai 
\»sn\R uas power for submarines instead of 

ANSWERS TO QUESTIONS ON CHAPTEl 

\ Vho rate of heat radiation depends ui 
iolloNx urn comlitiotus : The size of radiating s 
tho thu Kwoss of tho communicatmg walls; t 
i,v»on^o \\\ tcn\poraturo Ivtween the two subs 
iho >po. WW \u\\\ o( tho ccH^ling medium; the 
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2. The cooling of cylinder walls lowers the ther- 
^1 efficiency of the motor, by decreasing the differ- 
6ace in temperature between the combustion cham- 
ber and the exhaust pipe. 

3. The temperature of the cylinder walls is lim- 
ited by the physical qualities of the metal, by greater 
inston and valve troubles at high temperatures, and 
fcy.the difficulty of properly lubricating the cylinder 
at temperatures higher than 450° F. 

4. The air-cooling system of a two-cylinder 
motorcycle engine consists merely of ribs or projec- 
tions cast solid with the cylinder walls, to provide 
a large radiating surface. 

5. The water-cooling system of a 50 HP. six cyl- 
inder motor is made up of water jackets with proper 
piping; a radiator; a cooling fan, and a water cir- 
culating pump. 

6. The plunger iype of circulating pump is very 
efficient and simple in operation, but it is not very 
powerful and it requires a great deal of attention. 

7. The centrifugal type of circulating pump 
operates on the principle of centrifugal force im- 
parted to the particles of water due to their rotary 
itiotion, which throws them towards the outward 
^dges of the casing and into the discharge pipe, thus 
Creating a suction in the inlet pipe. 

8. A 40 HP. gas engine using the thermo-siphon 
Cooling system requires a radiating surface equal 

to: 

5 X 40 == 200 square feet. 
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some braking device for absorbing the power of the 
engine as soon as the power is shut off, so as to bring 
the car to a quick stop. 

Due to the above requirements, the power trans- 
mission system of a modem automobile driven by a 
gas motor includes the following equipment : 

1. A speed-changing device by means of either 
friction disks, pulleys or gears, popularly known as 
the transnnission. 

2. A means for disconnecting the engine from 
the driving mechanism, in the form of a clutch, 
which is usually applied to the flywheel of the engine. 

3. A flexible joint in the driving shaft connecting 
the engine to the differential transmission mechan- 
ism, to allow the various parts of the shaft to oper- 
ate out of line without undue strain. 

4. A mechanical device for driving the two rear 
wheels independent of one another from the same 
shaft, to equalize their difference in speed when 
rounding curves or on uneven roads. This is known 
as the differential transmission. 

5. One or more brakes applied either at the driv- 
ing shaft or at the wheels in order to bring the car 
to a quick stop. c 

The general arrangement of the power transmis- 
sion system on a modern gas-driven car is shown in 
Fig. 62, where the engine is located in front of the 
ear at (E) with the flywheel (F) and clutch (C) in 
the rear of the engine. The speed-changing trans- 
mission is placed at (T), the flexible coupling at (J), 



CHAPTER IX. 

AUTOMOBILE MOTOR TRANSMISSION. 

The mechanical power developed in the gas motor 
ased for driving automobiles cannot be applied di- 
rectly to the driving wheels located at the rear of 
the car, since, in the first place, the normal speed of 
the engine is in most cases too great for the require- 
ments of the load, road conditions and practical 
rates of travel. Secondly, a direct drive from the 
engine would involve the necessity of stopping the 
engine every time a short stop is made, which would 
be very annoying and would cause a considerable 
loss of time, making it almost impossible to drive the 
car through the crowded business district of a large 
city. Another objection to applying the engine 
power directly to the wheels is the difficulty of round- 
ing comers, in which case the outside rear wheel has 
to travel faster than the inside rear wheel, causing 
slipping of the slower wheel, which is both danger- 
ous and wasteful of material. Proper means must 
also be provided for making the connection between 
the engine and the driving wheel flexible, to allow 
for the free movements of the driving mechanism to 
conform with the jarring and jolting of the car on 
rough roads. Finally, the system of power trans- 
mission from engine to wheels must also include 

231 
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eme points of the teeth. The distance between 
i-e middle points of any two consecutive gear teeth 

known as the drcular pitch. 

In Fig. 63, which represents a spur gear wheel, 
le outside diameter is marked O. D., the pitch 
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liameter is P. D., and the circular pitch is noted as 

:p). 

The circular pitch of any gear wheel can be com- 
juted by knowing its pitch diameter and the num- 
jer of teeth, by the following rule : 
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P=(D ■ 3.1416)^N (1) 

where P is the circular pitch in inches, D is the pitch 
diameter in inches, and N is the number of teeth. 

The linear velocity of the teeth is equal to the 
product of the pitch diameter times the number of 
revolutions per minute multiplied by 3.1416. This 
tooth velocity can be computed in ft per minute by 
the lollowingr fonnula: 

V-=D Pw . 0.2618 (2) 

where \' is the linear velocity of the teeth in ft. per 
minute. D is the pitch diameter in inches and R is 
the number of revolutions per minute. 

To illustrate this, let us assume a shaft running 
at 100 revolutions per minute having two gears 
keyed to it, one having a pitch diameter of 10 inches, 
and the second one having a pitch diameter of 6 
inches. The tooth velocity' in the first wheel is equal 
to: 

10 100 0.2618 = 261.8 ft. per minute; in the 
smaller wheel the linear velocity of the teeth equals 
to: 

6 X 100 X 0.2618 = 157.08 ft. per minute. 

The maximum velocity' allowed for ordinary steel 
gear teeth is about 2400 ft. per minute. 

The load carried by gear teeth can easily be com- 
puted, by dividing the total ft.-lbs. transmitted 
by the gear, into the tooth velocity-, this relation 
being as follows : 

F = (HP. X 33,000) -^ (D X R X 0.2618) . . (3) 
Where F is the pressure on the teeth in pounds, HP. 
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is the horse-power transmitted, V is the tooth 
velocity in feet per minute, D is the pitch diameter 
in inches, and R is the number of revolutions per 
minute. For steel gears having a tooth velocity of 
1000 ft. per minute, the allowable tooth pressure is 
about 15,000 lbs. per sq. inch of metal. 

When two gears are fastened to two separate 
shafts and meshed so that one shaft transmits the 
power to the second one, their angular velocities are 
in the inverse ratio of their respective number of 
gear teeth, i. e., the shaft. having the larger gear 
wheel will revolve slower than the shaft with the 
small gear, according to the relative number of their 
teeth. This rule can be expressed as follows : 

R ^ r = n -— N (4) 

Where R is the number of revolutions per minute 
of the shaft having the large gear, and r is the num- 
ber of r.p.m. of the shaft having the small gear, or 
pinion, n = is the number of teeth on the pinion, 
and N is the number of teeth on the large gear 
wheel. Thus a drive of 60 teeth to 6 teeth increases 
the speed ten times, assuming no friction losses. 

The tooth velocities of any two gears in mesh are 
always equal. 

SPUR AND BEVEL GEARS. 

For changing the relative speeds of two parallel 
shafts without changing the angle of drive, a sys- 
tem of spur-gears is used, the gears being of the 
shape shown in Fig. 63. In some cases one of the 
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spur gears has the shape of a sti-aight rod or K 
to which the srear teeth are attached. This is called 
a rack, and it is used to change the reciprocating 
motion of the rack to the rotary motion of the gear, 
or vice N-ersa. 
Id order to change the angle of drive of two 
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I shafts, the system of bevd gearing is used as in^- 
I cated in Fig. 64, where (a) is an ordinary type of ' 
[ bevel gear di'ive with shaft at right angles, (b) 
shows bevel gears for shafts running at angle lesS | 
1 90 degrees, (c) is an illustration of the so-called 
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crown •bevel gears, and (d) shows internal bevel 
gears. Formula (4) applies to bevel gears as well 
as to spur gears, providing the two gears mesh 
With one another. 

WORM GEARS. 

In order to obtain a relatively great reduction in 

speed without using many gears, the system of worm 

gearing is often used, as shown in Fig. 65. In this 

case the large gear wheel (G) having a pitch of 

(p) inches, meshes with the screw-thread cut on the 

second shaft or worm (w) in such a manner that at 

every revolution of the worm the gearwheel advances 

only one tooth, so that the total reduction in speed 

depends on the number of teeth on the gear. Thus, 

in a worm-gear system using a gear having 60 teeth 

on its rim, one complete revolution of the worm will 

move the gear only 1/60 of a revolution, or one 

revolution of the gear wheel will revolve the worm 

shaft 60 times. 

The worm gear system is often used for the pur- 
pose of obtaining a large force with a relatively 
small effort, at the sacrifice of loss in speed. 

Since the total amount of mechanical work trans- 
mitted in any device is equal to the product of the 
force times the distance through which this force 
travels, the forces at the two ends of the transmis- 
sion system shown in Fig. 65 is as follows : 

(W X R) -^ N = F X A (5) 

Where W is the tooth pressure in pounds, R is the 
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pitch radius of the g«ar wheel in inches, N is t 
number of teeth on the wheel, F is the force in 11 
applied at tl.e handle, having an active radius eqt 
to A inches. 
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PLANETARY GEARS. 

A mechanical transmission system may be made 
y of any combination of spur gears, bevel gears, 
orm gearing, or other similar devices according 
> the requirements of speed or power reduction. A 
3ry common arrangement of spur gears used for 
peed reduction on light automobiles, known as the 
Unetary system of gearing is illustrated in Fig. 66. 

It consists mainly of two drums (A) and (B), 
hich are free to move on the engine shaft (E), and 
'e free relative to one another. Gear 1 (see Fig. 
is keyed to the engitie shaft, so that it always 
volves with it. Gear 2 is firmly attached to a 
-eve which is fastened to the center opening in 
Um A so that it can turn with drum A loosely on 
B engine shaft. Gears 3, 4, 5, 6, 7 and 8 are 
Ually spaced on studs fastened to drum B, so that 
ch of these gears can turn loosely on its stud, and 

the studs are revolved with drum B. Gears 4 
d 5 are omitted in the figure for the sake of sim- 
icity. These small gears are arranged in such a 
anner that gear 4 meshes with gear 3, 6 meshes 
th 5, and 8 with 7 ; also all the three gears, 4, 6 
id 8, mesh with gear 1, which is keyed to shaft E, 
id the three gears, 3, 5 and 7, mesh with gear 2, 
lich is fastened to drum A. 

Drum B is usually closed by cover plate (C), 
lich is fastened to it by a number of screws. This 
ver contains a large internal gear 9 rigidly con- 
cted to sprocket (S), which transmits its motion 
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to the driving shaft. The internal gear 9 meshes 
With the three small loose gears, 4, 6 and 8, located 
in drum B. 

This transmission system is also equipped with a 
friction disc which can be pressed against the face of 
drum A, and with two separate brake bands fitting 
around drums A and B, so that either drum can be 
held stationary, while the other is revolving. 

The operation of the planetary system is as fol- 
lows: 

(1) Direct drive from engine is obtained by forc- 
ing the friction disc against drum A. This revolves 
drum A with the engine shaft, and the whole system 
acts as a shaft coupling, transmitting the engine 
speed directly to the driving sprocket S, the gears 
3, 4, 5, 6, 7 and 8 being in this case stationary and 
acting as links between the two drums and the 
driving gear 9. 

(2) Slow speed is obtained by relieving the pres- 
sure of the friction disc, and tightening the brake 
band around drum A. This holds drum A and 
gear 2 stationary, while gear 1 revolves with engine 
shaft E. This motion is transmitted to gears 4, 6 
and 8, and these drive gears 3, 5 and 7, and also 
drum B around stationary gear 2, in the same direc- 
tion as the engine shaft but at a lower speed. Since 
gears 4, 6 and 8 revolve with drum B, and also mesh 
with internal gear 9, they drive the sprocket S at a 
slow forward speed. 

(3) Reverse drive is accomplished by releasing 
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brake band around drum A and tightening brake on 
drum B. This keeps gear studs 4, 6 and 8 station- 
ar>' with drum B, but revoh^es these gears on their 
studs. This drives the internal gear 9 in a direction 
opposite from the engine shaft, giving a backward 
motion to the driving shaft and to the wheels of 
the car. 

(4) The engine may be entirely disconnected 
running idle without driving the car, by releasing 
both brakes and the friction disc, in which case the 
gears do not transmit any power to the driving 
sprocket. 

The advantage of the planetary type of gearing 
is the low cost of this type of transmission system 
and the simplicity of its operation. It is, however, 
limited in its power capacity and its available range 
of speed, so that it is best suited for the lighter cars 
running at moderate speeds, where a more expen- 
sive transmission system would not be justified. 

DIFFERENTIAL GEARS. 

Any transmission system, by means of which two 
shafts running in one continuous line may be re- 
volved independently at different speeds from the 
same driving shaft, is known as a di£Ferential system 
of gearing. This may be obtained by using a com- 
bination of planetary gears, spur gears or bevel 
gears, or in some systems by means of a special 
mechanism having no gears, known as the RusseFs 
QearleM Differential. In most of these differential 
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systems, the driving shaft transmits its motion to 
the differential gear case by means of either a chain 
and sprocket or a bevel gear, the sprocket wheel or 
bevel gear being rigidly connected to the case. This 
revolves the case at right angles to the main driv- 
ing shaft. The two parts of the shaft which trans- 
mits its motion to the rear wheels of the car usually 
terminate in either spur or bevel gears, as the case 
may be, inserted in proper openings of the differ- 
ential gear case and driven so that each part of the 
shaft can revolve independent of the other at a speed 
required by its corresponding wheel. This permits 
the car to turn a corner without any of the rear 
wheels slipping, by allowing the inside wheel to 
revolve slower than the outside wheel, although they 
are both driven from the same main shaft. 

SUDE GEAR TRANSMISSION. 

Fig. 67 is a simplified diagram of a modem 
slide gear transmission system used for obtaining 
three forward speeds and one reverse speed, by shift- 
ing two gears on the main driving shaft, relative to a 
number of fixed gears keyed to a secondary, or 
countershaft, with which the slide gears are engaged 
by means of a shifting lever. 

Referring to Fig. 67, M is the main shaft con- 
nected to the engine shaft by means of a clutch and 
the flexible coupling J. This part of the main shaft 
is mafie hollow, like a sleeve, in which the driving 
shaft N is free to revolve unless it is locked to it by 
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shifting tiie slide gears to Qie extrone rigbt posi- 
tion. In that case, tiie slide gears 7 and 8 are not 
in a mesh wiOi any of tbe gears on the coontershaft, 
and the driving shaA <N) runs then at its highest 
speed, equal to the speed of the engine shaft (M) . 

The rotar>' motion from engine shaft M is trans- 
mitted to the secondary shaft S by means of gear 1, 




'7 8 
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keyed to the hollow part of shaft M, this gear bemg 
always in mesh with gear 2, which is keyed to the 
countershaft. With the direct drire, the counter- 
shaft runs idle, since none of its gears are in mesh 
with the slide gears on shaft X. 

For lecond speed, the slide gears are shifted so 
that gear 8 meshes with gear 3. The order of driv- 
ing is tlien as follows : Shaft JI rotates with engine. 
Gear 1 drives gear 2 in direction opposite to shaft 
51. Gear 3 drives gear 8, which transmits its rota- 
tion to driving shaft N, in same direction as shaft M, 
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but at lower speed, on account of the relative size of 
Srears 1 and 2. 

The third or lowest speed is obtained by shifting 
the slide gears farther to the left until gear 4 
ineshes with gear 7. Since the tooth ratio between 
7 and 4 is greater than tooth ratio between 8 and 3, 
Ave obtain a correspondingly lower speed with this 
position of the gears. 

In order to reverse the motion of the driving shaft, 
the slide gears are shifted to their extreme left posi- 
tion, engaging gear 7 with the small idle pinion 6, 
which is free to turn on its stud attached to the 
transmission case, and which is always driven by 
pinion 5 keyed to the countershaft. This drives 
shaft N in an opposite direction from shaft M and 
thus provides means for giving the car a backward 
motion. 

For quickly absorbing the power after the engine 
is shut off, the foot-brake B is attached to the driving 
shaft N near the transmission case. 

Fig. 68 shows a slide gear transmission system 
which provides for four different forward speeds 
and one reverse, by having three slide gears with 
a corresponding number of fixed gears on the coun- 
tershafts. In all other respects the operation is the 
same as on the three-speed system shown in Fig. 67. 

DIFFERENTIAL GEAR TRANSMISSION. 

A very common system of differential gearing 
used with a double-chain drive, and usually attached 
to the slide gear transmission case, is shown in Fig. 
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ting a number of explosions. The load at the wheel 
depends upon the condition of the road, the number 
and size of grades, and the total weight carried. Aa 
a result of all these conditions affecting the velocity 
of the car. we can obtain a wide range of speedSt 
the maximum speed being with the engine running 
at its highest power capacity-, the gears being en- 
gapred for direct drive, and the road being fairly 
sn:ootb. and level. Some operators make frequent 
u^e o: the partial slipping of the clutch or brakes to 
repi;!ate the speed in this manner. This practice is 
wasteful of material and such a method of speed 
reculatior. is neither positive nor efficient. The 
!o>rv.!;-,::ov. of speed by vaiying the fuel supply, or 
roti.rdir.jr th.e spark usually results in a waste of 
:v.e*.. sir.oe the engine does not operate at its best 
evoy.on:v under such conditions. The ideal method 
o: speed regulation of an automobile is to operate 
th.e iv.otor ;\: its maximum efficiency and make all 
the ch.a!'.>!es ::: speovi by means of the transmission 
sysier.:. In ih.ai case the range of speeds depends 
uivr. the numl^r and arrangement of gears in the 
system, or. m case of a friction drive, it depends 
u[vn the size and i-elative position of the transmis- 
sion discs. 

The choice must be. therefore, made between the 
oxvvnse of rirst installation of a transmission sys- 
tem having a wide range of speeds, and the loss in 
^\vnon\y due to speed regulation by var>'ing the 
opoi-ating conditions of the motor. 
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THE CLUTCH. 

order to provide a positive method for break- 
;he connection between the engine and the main 
ing shaft, some form of clutch is used, which 
aally make a more or less rigid connection be- 
in the two shafts, but which can be released 
perating the proper lever provided for that pur- 
. According to their method of operation, all 
clutches may be divided into the following 
;es: 

) Bevel or Cone clutch, in which the connec- 
ts made by pressing the conical surface of the 
th against a similar recess in the flywheel (see 
69). 

I) Internal Expansion clutch which grips the 
heel internally by means of a series of flat sur- 
3 pressed inside the hollow rim of the wheel, by 
iction of a series of toggle joints (see Fig. 70). 
>) External Expansion clutch, acting in the same 
ner as the internal expansion type, only apply- 
the pressure to the outside surface of the fly- 
3l rim. 

[) Friction disc, or Multiple disc clutch, which 
lects the driving shaft to the flywheel by means 
le pressure applied at the face of the wheel, and 
smitted through a series of thin metallic discs 
Fig. 71). 

)) Hydraulic clutch, in which the resistance to 
pression by oil is utilized, by partially closing a 
3S of valves leading to a chamber filled with oil, 
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and transmitting tiie motion of the en^ne shaft b 
the driving shaft through gears revolving in this d 
chamber. 

(6) Magnetic dnteh, in which the two shafts aiel 
held together by magnetic attraction, maintained l/}m 
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a cm-rent flo\ving in the electro-magnetic coils of the 
chitch. 

The bevel clutch is illustrated in Fig. 69, where F 
is the liy wheel, and B is the cone, usually provided 
with a leather facing or some special lining, to make 
till" action of the clutch more gradual; P is the 
spring, pressing the bevei surface against the fly- 
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el, -which is released by the operating lever, and 

the engine shaft. 

I Fig. 70, which shows the internal expansion 




Fig. "JO^ItiternaP 
I^atbsion Clidch. 

3 of clutch, S is the driving shaft, P indicates 
operating springs, and B is the lined surface, 
mally held against the flywheel F by the toggle 
ts L. 
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Th« maltiple-disc ehitcfa shown in Fig. 71 oper 
bv ErKanf of spring which press the discs D aga 
the surface of flywheel. Tie break is made 




Fig. ll-JiuttipleDiscCiukh 



Operating lever 0, which removes the pressun 
disconnects the engine shaft from the transmi 
system. 

CARE OF TRANSMISSION SYSTEM. 

Most parts of the transmission system are 
or less automatic in their operation, and they 
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ttle attention under ordinary circumstance, except 
n occasional supply of proper amount of heavy oil 
r grease and ordinary care in their handling. The 
Teatest sourpe of trouble lies in the clutch, as upon 
ts action depends the amount and chara-cter of 
K>wer transmitted from the engine to the driving 
haft. 

A slipping clutch makes it impossible to obtain the 
>roper speed with the gears arranged for any par- 
icular drive, and, in severe cases, it may stop the 
^r altogether, on account of lack of friction between 
'he bearing surfaces. On the other hand, a fierce 
-lutch, or one possessing too great a holding force, 
fnay ruin the shafts and gears by the sudden grip of 
the transmission mechanism when the clutch pedal 
is released. These troubles should be quickly rem- 
edied by oiling the clutch lining; by cleaning the 
surface with gasoline ; or by renewing the lining, in 
^se it is badly worn. 

Great care must be taken to disengage the clutch 
during the period of shifting from one speed to an- 
other, as failure to relieve the driving shaft during 
^ change in speed may result in stripping of the gear 
teeth and other serious injuries to the transmission 
Mechanism, on account of the sudden change in 
Velocity imparted to the various parts of the system. 

The loss in power due to frictional resistance in 
he transmission system is approximately as follows : 

(1) With a longitudinal shaft drive— 30%-40% 
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(2) Right-angle drive by jack shaft and two 
chains— 25%-30%. 

(3) Double chain drive from motor to transmis-p 
sion and from transmission to rear axlp — 20% -25%. 

(4) Single chain drive— 12 %-15%. 

By a judicial use of oil, grease and proper care, 
these losses may be reduced to a minimum. 

QUESTIONS ON CHAPTER IX. 

1. Find the tooth velocity of a spur gear having 
a pitch diameter of 10 inches when it is driven at 
1200 revolutions per minute. 

2. What is the total pressure carried by the gear 
teeth of the wheel specified in question 1, when it 
transmits 20 HP. from the engine to the driving 
shaft? 

3. Referring to Fig. 68, assume that the speed 
change gears have the following number of teeth : 

Gear No. 1—20 teeth ; No. 2—24 teeth ; No. 3—18 
teeth; No. 4—12 teeth; No. 5—9 teeth; No. 6—9 
teeth ; No. 7—12 teeth ; No. 8—30 teeth ; No. 9—24 
teeth ; No. 10 — 20 teeth. Give number of revolutions 
per minute of the driving shaft at various speed 
changes, when the engine runs at 1200 r.p.m. 

4. What is the advantage in using a worm gear 
system for overcoming heavy resistances ? 

5. What are the relative merits of the planetary 
and the slide gear systems of speed changing ? 

6. Describe the function of the differential ge:s 
ing. 
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7. What HP. is required at the wheels of a car 
weighing 2000 lbs. and running at 20 miles per hour, 
the road offering a resistance of 450 lbs. per ton ? 

8. Using a right angle longitudinal shaft driving 
system, what HP. is required at the clutch of the 
automobile specified in question 7? 

9. With a mechanical efficiency of 85%, what is 
the power developed in the above motor? 

10. Using a four-cylinder vertical engine, find 
the proper dimensions of the engine specified in ques- 
tions 7 and 8. 

11. Enumerate the various types of clutches used 
for automobile transmission systems. 

12. What precautions must be taken before 
changing the speed of a car by shifting the gears? 

ANSWERS TO QUESTIONS ON CHAPTER VUI. 

1. A gas producer plant is made up of a generator, 
where the coal undergoes partial combustion; a 
viporizer, which produces steam supplied to the gen- 
erator; a scnibbery in which the gas is cooled and 
Washed; and a saw-dust dryer, which removes the 
moisture and tar products of the coal. 

2. To develop 100 HP. in an engine operating at 
a thermal efficiency of 25%, we must have 100 -j- 0.25 
** 400 HP. supplied by the gas. One HP. equals to 
33,000 ft. lbs. per minute, or 33,000 X 60 = 1,980,000 
ft. lbs. per hour. But since one B.T.U. is equal to 
778 ft. lbs., the number of B.T.U. required for one 
HP. hour = 1,980,000 -f- 778 = 2545 B.T.U. per 
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hour. For 400 HP. per hour we need 2545 X 400 
= 1,018,000 B.T.U. Since one lb. of coal produces 
about 30 cu. ft. of the gas, having a heating value of 
300 B.T.U. per cu. ft., the quantity of coal required 
per hour is equal to: 1,018,000 -r- (30 X 300) = 
113 lbs. 

3. The mechanical power developed in a station- 
ary gas motor depends upon the size, number and 
arrangement of cylinders ; normal speed ; quality of 
fuel ; also type and method of operation of the motor. 

4. Using formulae (1) and (7)> chapter VOL, 
the brake HP. per cylinder end equals to: P == 
(24 X 24 X 30 X 125) -r- (21,875) — 0.75 = 98.0 
HP. In a tw'^o-cylinder double-acting engine, the 
total HP. at the brake equals to : 98 X 4 = 392.0 
HP. 

5. The B.T.U. required by the above engine per 
hour = (392 X 33000 X 60) -r- (778 X 0.18) = 
5,542,000 B.T.U. Each gallon of oil generates 
19,000 X 6.5 = 123,000 B.T.U. The oil consumption 
in gallons per hour equals to 5,542,000 -~ 123,000 =*= 
45 gallons per hour. 

6. With the tandem arrangement of cylinders 
there are fewer bearings and fewer duplicated parts, 
resulting in reduction of friction and a higher me- 
chanical efficiency. 

7. The "hit-or-miss" method of speed goveiiiing 
is more efficient than the "throttling" method, but it 
has the objection of an uneven distribution of power. 

8. By scavenging the gas engine we increase the 



AUTOMOBILE TRANSMISSION 259 

iffective volume of the cylinder and obtain a more 
perfect explosive mixture, which results in an in- 
crease of power output and a higher efficiency. 

9. Back-firing is prevented in large gas engines 
by providing separate valve chambers for the gas 
and air, thus excluding the gas from the air until it 
is ready to enter the cylinder. 

10. In the Diesel Motor the pure air is com- 
pressed in the cylinders and liquid fuel is injected, 
the heat for ignition being generated as a result of 
the air compression. This results in a maximum 
compression and high efficiency. 

11. In order to utilize the gas motor for pro- 
pelling submarines some means must be provided 
for supplying large quantities of air for combustion, 
and a special device has to be used for exhausting 
the burned gases. 

12. The advantages in using gas motors instead 
of storage batteries for submarines are : The free- 
dom from fumes, the greater power capacity of the 
gas motor, and a longer period of time permissible 
for independent trips. 



CHAPTER X. 

AUTOMOBILE MOTOR OPERATION. 

By properly arranginsr a number of operating 
devices within the ea^ reach of the driver, lie 
oi^eration of all the parts of the automobile motor 
and its accessories, such as the transmission sy^im, 
steering and brakes, are placed completely in his 
control. In this equipment are also included all the 
indicatinpr instruments, lights, signals, switches, etc 

The various automobile operating devices can be 
classified as follows: 

1. Devices for regulating engioe speed: 
i a ) . Thi-ottle lever for fuel. 

(b) Pedal for fuel control. 

(c ) Ignition control lever, for advancing or 
reu\rding the spark. 

(d> Muffler by-pass controL 

2, Devices for regulating speed of car: 
(a> Speed control lever (gear shift). 
ib> Clutch pedal. 

S. BndGmir devices: 

in> FiHM brake. 

ib^ Eniorji^iicy brake, 
4. Devices for cxMUn^lIing the Ji reetioo of the 

car : 

(a) Steerii\^ whivl and mechanism. 
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5. Indicating Devices : 

(a) Air pressure guage. 

(b) Electrical instruments. 

(c ) Speedometer. 

(d) Lubricator. 

6. Switches : 

(a) Cut-out switch for ignition. 

(b) Light switch. 

(c) Self-starter switch. 

7. Signals : 
<a) Horn, 
(b) Lights. 

8. Starting devices: 

(a) Starting crank. 

(b) Air starting equipment. 

(c) Electrical starting devices. 

Due to this great number of operating devices, 
the safe and efficient driving of a modem gas-motor 
vehicle demands all the attention of the operator and 
the exercise of all his physical senses, besides the 
constant use of his hands and feet while the car is in 
motion. 

STARTING THE ENGINE. 

Before starting the motor, all the parts should be 
carefully inspected to see that they work properly 
and that there are no loose connections. The lubri- 
cating system should be supplied with the proper 
amount of oil and grease, and the flow carefully 
adjusted. Then the gasoline tank is filled, and the 
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radiator tank supplied with water, after which ttie 
supply cock is opened, and the carbureter is flooded 
with gasoline. Next, the emergency brake is s^ 
the ignition switch is closed, the spark is retarded, 
and the throttle valve is slightly opened. Care must 
be taken to have the speed control lever in the neu- 
tral position before the engine is started. 

Since the motive power of the internal combus- 
tion gas engine depends upon the explosions of the 
gas mixture, which cannot take place until the move- 
ment of the piston produces the proper conditions 
in the cylinder and in the ignition circuit, the gas 
motor cannot be started by merely opening the 
throttle, but some other form of motive power must 
be used to begin the operation. This is accomplished 
either by employing a starting crank which is geared 
to the .^i^'^vheel and is operated by hand, or the en- 
gine may be started by some independent source of 
power, such as compressed air or on an electric 
motor. This is more satisfactoiy, as the operator 
does not have to leave his seat to crank the engine, 
and this avoids the inconvenience of losing control 
of the engine and the danger of back-firing, often 
attended with the backward '*kick" of the crank in 
case the engine is suddenly reversed on starting. 

ELECTRICAL SELF-STARTER. 

On automobiles equipped with a djTiamo which 

ffenerates electric current for lighting and charging 

MR. the engine is usually provided with an 
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r, consisting of an oKvtrir midIhi 
^ ;ftQ:^oiitttiemIty coniuvtiHl to tlu» rlywluutl 
switch is cIosihI, Tho motor lti aMp 
plied with power from the fronorator rlnMill, hihI Im 
equipped with a pinion which is normally out oT mii><«|i 
with the spur gear on the Hywh 00 1. WIumi IIik MiithM 
dimit is closed* the cun*ent em»rgl/oH ho tiliulm 
nuigMt which draws the pinion Into nmhli ss illi lli»< 
flywheel gear, thus turninR tlu^ nnginn ovto ttnlil 
working conditions are estabilHluMi. Ah ciomm kh ili» 
engine reaches normal speod. tlo^ (ItivhiM |iIiiImm l^ 
automatically thix)\vn out of ongaKtUMonl svilh llui 
flywheel gear, and it remainn out of )mohIi uvun h jitio 
the motor circuit is still cJoHtul. 

IGNITION CONTROL 

The mechanism for reKululIng \hti (joiti of IhmiIImm 
^onsistsof a sparklever whicli in ronio>rliif| hnt i>hMH 
Running concentric with tlu^ Mltfttriiin l^i#»l, mimI 
^hich transmits the motion of tliiw h^'m , hy OM:«iiii» 
Qf bell-cranks and linkH, to tli** rooiOHHfilor. Thi" 
^ves a direct method for udvunrini/ or ruhudlOM <l«»' 
spark, by changing the unKulitr powitjon of lloi rnin 
^^utator. sectors. 

GAS CONTROL. 

The quantity of fuel Huppli<*d to tlia fcoyioo id 
J^egulated by means of the throUU kvitr, wliirh i^ 
Secured to a hollow tube Murrounding tlia wtaiarintf 
shaft. This tube is connected by proper link ou^rli 
anism to the throttle valve located In the jnhtt i)ipo 
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leading: to the admission valves of the cylinders, so 
that any movement of the throttle lever either partly 
opens or doses the gas-passage from the carbureter 
to the engine, and thus provides means for regulat- 
ing the speed of the motor. 

SPEED CONTROL. 

The speed of the car is controlled by means of the 
gear change lever, usually placed at the right 
hand of the operator. This lever has one neutral 
position, from two to four forward speeds, and one 
reverse speed. The movement of this control lever 
is transmitted to the gear shifting lever which moves 
the slide gears located in the transmission case to 
their proper position for each particular drive. In 
case the planetar\' system of transmission is used, 
the speed is controlled by applying the proper brake 
bands and friction disc as outlined in Chapter IX. 

THE STEERING SYSTEM. 

The genei-al principle upon which the design of 
the steering system in modem cars is based is illus- 
trated in Fig. 72. In this system, the car always 
travels along tho a: : of a circle, having an imagin- 
ary center at (C). which is the point of intersection 
iH^tween the produced axis of the rear wheels (R) 
and the produced axis of the front wheels (F), at 
any angle. The position of the front wheels is con- 
ti-olled by the steering wheel, which transmits its 
niotion by means of the steering shaft to a system of 
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connected to the arm. of one of the 

which are both attached to tiie %tme distance md or 
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^^^"oiecHm^ fink, thus transmitting the motion of the 
steering lever to both front wheels. 



SCREW AND NUT STEERING SYSTEM. 

The gearing system which changes tho rotaty 
Motion of the steering post to the proper niovenionts 
^f the steering lever, is frequently made up of the 
following mechanism: A screw thread is cut at 
the lower portion of the steering shaft upon whieli 
^ threaded sleeve is raised or lowered by the rotary 
Motion of the shaft, in the same manner as a nut 
^ay be moved along the thread of a fixed bolt, by 
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revohing the bolt and preveiiiiiifffl 
ing. This is knowTi as the i 
of changing from rotaiy to recipi 
this nut are attached, by means i 
of links, transmining this motion 1 
which carries the steering lever. 

RACK AND PINION ST 

In some tj-pes of steering gears t 
sleeve traveling up and down the i 
transmitted to the steering lever 1 
rack and pbiioii, as shown in Fig. 't 
or nut IX), has an internal 1 
worm (\V). which is rigidly faste 
shaft (S). One side of the sleeve | 
attached to it, which meshes with i 
nected to the operating lever (L). 
steering wheel, the slee\ e is moved j 
shaft. This movement is transm 
to the pinion which opei-ates the I 
many other varieties of steering t 
accomplish the same purpose of 1 
wheels a slight angle by a much lar( 
tion of the steering wheel. 

THE MECHANISM OF STEERING | 

The typical construction of a steertd 
shown in Fig. 74, where P represeon 
and turning pivot, and A is the steeri 
steering lever L is attached to either 
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les, depending upon the requirements of the 
ular type of machine. The spindle, pivot and 
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ng arm are usually made in one piece to insure 
ve action on the wheels. 





F2^. 74- 
-Vt ^ Steerni^ Knuchle 
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THE BALL AND SOCKET CONNECTING LINK. 

The two steerinsT arms are joined by a connecting 
link which has a ball and socket joint at each end. 
These joints are usually made by having a short 
piece of steel tubing brazed on each end, and placing 
heavy spiral springs inside these tubes before the 
sockets are inserted. These sockets have flat sur- 
faces pressing against the springs, the other sides 
being hollowed out, or concaved, to receive the ball 
joints located on the steering arms of the knuckles, 
or the ball joint at the end of the steering lever. 
This allows the free movement of the knuckles while 
at the same time their iK)sitive connection to the 
steering mechanism is maintained. 



INTERNAL EXPANSION BRAKES. 

The mechanical brakes used for stopping the car 
fe usually located at the inner sides of the rear 
heels, and they are controlled either by a hand 
Ver placed near the speed control lever, or by press- 
ig a pedal connected to the brake operating rods. 

The internal expansion brake is similar in its con- 
mction to the internal expansion clutch, having a 
amber of metal shoes which are pressed against 
te interior rim surface of the brake drum by the 
ition of springs, toggle-joints, cams or eccentrics, 
hese shoes are lined with some special soft material 
► provide for a gradual braking effect. 
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EXTERNAL EXPANSION BRAKES. 

The extemsil expansion type of brake is usuall? 
made in the form of a flexible meta! band Uned witil 
leather, canvas, or special fireproof material, fliis 
band beiiitr tightened around the drum by the action 
of the brake rod and bell crank levers. Fig, 75isM 




m-75 

Automobile BraKe 
ii/ith."Rayhestos" lining 

X-Ray drawing, showing the various parts of a mo^' 
em automobile brake using a special fireproof lininKi 
known as "Raybestos," for both the internal and 
external expansion brakes. 

COUNTERSHAFT BRAKE. 

In some cars there is provided an additional foot 
hrakfi attached to the countershaft of the tram 
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Lon system, which is applied in emergency cases to 
rovide a positive method of stopping the motion 
►f the car by preventing the driving shaft from turn- 
ng. Care must be taken that the clutch is released 
>efore this brake is applied, to prevent serious injury 
to the transmission machinery. 

BRAKE UNING. 

In external expansion brakes the inside surface 
^f the metal band is usually provided with a non- 
metallic lining, on account of the difficulty of prop- 
•^ly oiling exposed metal-to-metal bearing surfaces, 
^his lining must have a constant co-efficient of f ric- 
lon which is not affected by the action of oil, grease 
J^ water. Its fabric should possess enough mechan- 
-al strength to resist the high pressures to which 
- is subjected without becoming brittle, or charred 
^om heat, and without its strands unraveling and 
forking loose. The use of leather for this purpose 
s not very satisfactory on account of its inability 
o resist the heating effects of friction. The various 
tiorganic fabrics containing asbestos are much bet- 
er suited for brake lining since they are fireproof, 
md they do not contain any materials which may be 
lecomposed or carbonized by the action of heat. In 
ome brakes cork is used as lining with very good 
esults, on account of its high co-efficient of friction 
nd its natural elasticity which produces a gradual 
•raking effect without overstraining the material, 
'he importance of a proper material for automobile 
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brake lining cannot be overestimated when it is 
realized that the safety of the operator and his pas: 
sengers depends upon the proper action of tiie 
brakes. 

OPERATING TROUBLES. 

The failure of the motor vehicle to respond to the 
action of any of its controlling devices is due either 
to some trouble developed in the motor, or in the 
transmission system, or in the mechanism connect- 
ing the various parts of the machine witii the oper- 
ating equipment. The common engine and trans- 
mission troubles were discussed in the previous chap- 
ters dealing with the various parts of the motor, such 
as the cylinder, fuel supply, ignition, lubrication, 
cooling, gearing, etc. 

The various causes of failure to start the engine 
may be briefly summed up as follows: 

(1) Improper explosive mixturey due to obstrac- 
tions in the gasoline or air supply systems, or pres- 
ence of water and other impurities in the carbureter. 

(2) Compression leaks from the cylinder through 
valves, ports, ignition openings, or defective cylinder 
or piston walls. 

(3) Ignition troubles, due to loose connections, 
faulty spark plugs or weak battery. 

(4) Failure of the lubricatiiig system, due to ob- 
structions in the oil passages, overheating or im- 
proper supply of lubricants. 

(5) Failure of the cooling system, due to faulty 
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)r.weak circulating pump, disconnected fan, or ob- 
tructions in the piping. 

(9) Break down of the transmission system due 
broken gear teeth, connecting links and shafting, 
r worn out clutch and brake lining. 

REMEDIES. 

After the source of trouble is properly located, it 
s often possible to remedy the fault without much 
lelay, providing the operator had the foresight to 
quip his car with the necessary repair tools, some 
luplicate parts and supplies. 

In case the car does not pick up its speed in spite 
)f the fact that the engine is operating with the 
;hrottle wide open, the trouble is usually due to the 
ilutch failing to engage the driving shaft on account 
3f lack of pressure or friction. This may be veri- 
fied by stopping the engine and turning it over by 
means of the starting crank while the gear shifting 
lever is left in neutral position. If the clutch then 
remains stationary we may safely conclude that it is 
slipping. As a temporary measure, this may be 
improved by cleaning the clutch lining with gaso- 
line, drying it thoroughly, and then lubricating it 
ivith castor oil, in case leather is used for lining ; or 
^y powdering the lined surface with rosin or any 
>ther adhesive material, to increase the friction be- 
Ween the two surfaces. To remedy this trouble 
^ore permanently, the clutch lining should be re- 
newed, and all the working parts of the clutch 
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tightened up. The same treatment should be applied 
to a similar failure of the brakes. 

In g:eneral, any makeshift repairs made in cases 
of emergency in the course of a trip must not be left 
for permanent use, but the faulty part should be 
either permanently repaired or entirely renewed at 
the first opportunity, to avoid a more serious break- 
down in the future. 

QUESTIONS ON CHAPTER X. 

1. What equipment is required for an electric 
self sti\ii;er system? 

2. What is the function of the spark lever and 
how does it operate? 

3. Name the advantages and disadvantages of 
controHing the speed of the car by means of the 
throttle lever. 

1. What is the principle of operation of the screw 
and nut steering gear? 

5. Name the principal parts of the steering 
inochanism having a rack and pinion type of gear. 

6. Compare the construction of the internal and 
external expansion brakes. 

7. Find the force in pounds that must be applied 

;it the surface of a 12-inch brake drum to absorb the 

])owor of a 20 HP. motor, if the average speed of 

the wliool to which this brake is attached is 300 

rovt^Uitions per minute. 

S. Xntuo the proper qualities of a material suit- 
. • .»^ . i,^,^, .^ , brake or clutch lining. 



AUTOMOBILE OPERATION 277 

8. Assuming a friction loss in the transmission 
system of 30%, with a longitudinal shaft drive, the 
HP. delivered by the engine at the clutch is equal to : 
24 -^ 0.7 = 34.3 HP. 

9. With a mechanical efficiency of 85%, the power 
developed in the motor is equal to: 34.3 -r- 0.85 = 
40.4 HP. 

10. Assume a single acting, four cycle type of 
engine, having four vertical cylinders. The HP. at 
the clutch = 34.3. Using the power formula for 
automobile engines we have : 4 x d^ -f- 2.5 = 34.3, 
where d is the diameter of bore in inches. There- 
fore d^ = (34.3 X 2.5) -f- 4 = 21.44 sq. inches. This 
calls for a diameter fit 4.6 inches, or about 4% 
inches. Using a ratio of stroke to diameter of 1.25, 
the length of stroke is equal to : 4.6 X 1.25 = 5.75, or 
5% inches. 

11. The various types of clutches used for gas- 
driven automobiles are : The bevel clutch, internal 
expansion, external, multiple disc. Hydraulic and 
Magnetic. 

12. Before shifting the gears to change speed, 
the clutch should be released and the gear shifting 
lever moved gradually to the position for the desired 
speed. 



CHAPTER XI. 

MOTOR REQUIREMENTS FOR AVIATION. 

By the term "aviation" is understood all artificial 
flight by means of heavier-than-air machines, such 
as aeroplanes, in which the lifting power as well as 
the forward motion is supplied by a motor. 

In the lighter-than-air flying machines, such as 
dirigible balloons, the motor is used only to propel 
it forward, since its lifting power is supplied by the 
proper volume of a very light gas which displaces an 
equal volume of air, the airship being lifted in the 
same manner as a body immersed in a liquid is 
forced upward by a pressure equal to the weight of 
the liquid displaced. 

In order to clearly understand the special require- 
ments of gas motors used for aviation, it is necessary 
to have a general idea of the action of an aeroplane, 
and of the forces generated by the motor which are 
necossaiy to lift the total weight of the machine and 
to drive it in any direction at the required speed. 

FUNDAMENTAL PRINCIPLES OF AVL\TION. 

Whenever any portion of the surface of a body is 
exposed to the action of air moving against it, this 
rreates a pressure acting upon the exposed surface 
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due to the velocity of the moving air, providing *:he 
body is prevented from moving with the same 
velocity. The amount of pressure generated by the 
moving air depends upon its velocity, the area of the 
exposed surface, and the angular position of this sur- 
face with respect to the direction of the motion of 
the air. It was found from many experiments that 
if a. flat surface be kept stationary at right angles 
to a current of air, the total pressure acting upon 
this surface will equal to : 

P = A V^ -T- (300) (1) 

Where P is the total pressure in pounds, A is the 
area of the exposed surface in square feet, and V is 
the velocity of the moving air in miles per hour. 

In case the flat surface, usually called a plane, 
is inclined to the direction of the moving air at any 
angle less than 30 degrees, then the pressure acting 
upon this plane is reduced in the ratio of this angle of 
inclination (in degrees) to 30°, on account of the fact 
that at these small angles some of the air particles 
are deflected by the plane from their original path, 
thus reducing their velocity and changing their im- 
pact from the original direction to one at right 
angles to the position of the plane. Fig. 76 shows 
the direction of flow of air particles moving against 
the plane surface BC inclined at an angle (a) to the 
direction of the velocity of the air (V) . The total 
pressure created by this velocity in the direction of 
air motion is indicated by letter (P) (see Fig. 76) 
and this is known as the equivalent pressure due to 
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velocity. The resultant pressure acting at rig*t 
angles to the surface of the plane, marked by letter 
(N), is known as the noraial prestore, and its rela- 
tion to the equivalent total pressure for any angle 
of inclination less than 30 degrees may be expressed 
as follows: 

N= (Pxa>-=-30 (2) 

Where N is the normal pressure, P is tiie total pres- 
sure corresponding to any air velocity, and « is the 




AirPressure on Inclined Plane 

angle between the direction of air velocity and the 
edge of the inclined plane, in degrees. 

For an angle of inclination greater than 30 de- 
grees, the normal pressure is practically equal to the 
equivalent pressure, or 

N-P (3) 
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Since the normal pressure upon a plane due to a 
certain air velocity is produced by the relative mo- 
:ion of the air against the stationary plane, the same 
result can be obtained by having the air practically 
stationary, and moving the plane against the resist- 
ance of the air with the same velocity that was as- 
sumed for the moving air. This motion of the plane 
against the resistance of the air is accomplished in 
the aeroplane by means of a propeller, which is a 
device having curved blades and being revolved by 
the motor at high speed in such a manner as to im- 
part a velocity to one or more inclined planes to 
which it is attached. This velocity produces a nor- 
mal pressure acting at right angles to the moving 
surface as indicated in Fig. 77, where R is the aero- 
plane propeller driven by motor M and imparting a 
velocity V to the plane BC inclined at an angle a to 
the direction of the forward motion of the machine. 
The normal pressure upon the moving plane is indi- 
cated by the arrow marked N (see Fig. 77) , at right 
angles to the plane. 

The effect of this normal air pressure acting 
against the surface of the moving plane is to produce 
two component forces at right angles to one another, 
3ne force being in opposition to the motion of the 
plane, and known as the drift, and the other force 
acting at right angles to the drift and termed the lift 
3f the plane. Referring to Fig. 77, the value of the 
drifting force corresponding to the normal pressure 
M-is represented by arrow D, and the lift is indi- 
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catcd by arrow L. The values of these two forces 
deixjnd upon the amount of the normal pressure, as 
well as upon the angle of inclination (a) . For any 
piven angle (a), the ratio of lifting force to normal 
l^ressure is equal to the ratio between the horizontal 
projection AB (see Fig. 77) and the length of the 
iHl>ro of the plane BC This ratio which depends 
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Xvreo cichug on Pieroplane 

fo its Velocihf 

upon the size of the angle a is usually termed the 
cosine of an^lo a. abbreviated Cos a. 

The ratio of the drifting or retarding force to the 
normal pressure is equal to the ratio between the 
vortical projtvtion AC (see Fig. 77) and the length 
EC, which ratio is known as sine of angle a, written 

Sin a. 

TI\oso relations of the forces acting upon the 
non^plane can bo expressed in the following manner: 
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L = N Cos a (4) 

D = N Sin a (5) 

Where L is the value of lifting force in lbs. per sq. ft., 
D is the value of retarding force in lbs. per sq. ft., 
N is the normal pressure acting against the surface- 
of the moving plane due to its velocity, and a is the 
angle of inclination between the plane and the direc- 
tion of its motion. 

In this manner, by tilting the surfaces of the aero- 
plane at the proper angle and moving it forward by 
means of the propeller >vith sufficient velocity, we 
can produce a sufficient lifting force due to this 
velocity to overcome the total weight of the machine 
and the passengers, and this force will hold the aero- 
plane up as long as the propeller keeps rotating at 
the proper speed. The retarding force or drift has 
to be overcome by the forward thrust of th6 pro- 
peller which receives its power from the motor. 

Table No. 5 gives the values of lifting and drifting 
forces acting upon an aeroplane at various angles of 
inclination with a velocity of 50 miles per hour. 
From this table it would seem, at first, that an angle 
of inclination equal to 30 degrees would be the ideal 
for aviation, since at that point the lift reaches a 
maximum value of 7.21 lbs. per sq. ft. But we note 
that the drift increases still faster with the rise in 
the angle, so that the ratio of the lifting force to the 
retarding force is much greater at the smaller .angles 
of inclination, being equal 1.73 at 30 degrees, while 



Values of Lift and Drift at various angles of an Aeropla 
having a velocity of 50 m. per hour. 
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Angle 

of 

Inclination 


Normal 

Pressure 

Lbs. per 

Sq. Ft. 


Lift 

Lbs. per 

Sq. Ft. 


Drift 

Lbs. per 

Sq. Ft. 


Ratic n 

Lift 
to Drift 


5 


1.39 


1.39 


0.121 


11.43 


10 


2.78 


2.74 


0.483 


5.67 


15 


4.16 


4.02 


1.080 


3.73 


20 


5.55 


5.21 


1.91 


2.75 


25 


6.94 


6.29 


2.93 


2.14 


30 


8.33 


7.21 


4.16 


1.73 


35 


8.33 


6.81 


4.77 


1.43 


40 


8.33 


0.39 


5.35 


1.19 


45 


8.33 


5.89 


5.89 


1.00 


50 


8.33 


5.35 


6.39 


0.84 


55 


8.33 


4.77 


6.81 


0.70 


CO 


8.33 


4.16 


7.21 


0.58 


65 


8.33 


3.52 


7.55 


0.47 


70 


8.33 


2.85 


7.81 


0.36 


75 


8.33 


2.16 


8.05 


0.30 


80 


8.33 


1.45 


8.19 


0.18 


85 


8.33 


0.73 


8.30 


0.09 


90 


8.33 


0.00 


8.33 


0.00 
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at an inclmatxm of S 6*11' igj^ tusr miii ru ir: n 
drift is 11.43. 

This is the reatfiaii "vxr nsmpanHff u*? Unual'* 
operated at abcwrr 5 occtess m'SixuiCim ir-L*r -m 
machine has beer IrStoc frnn: :iiit irruuiic ir U::n;f 
a larger angle. 

POWER BEOUKMEanS FOK A V1A7WL 



The total escr^ iKsoesBibrr fur j!nn#elin4f 1:1 a*?—- 
plane with a certam -PBiwaix -» -wiui^ ^: -ih :»r:#i: j-/: 
of this velocitv asui lit «cC2b] j^Bitrtiiisr f !»r'* :».• i.- f: 
which is cfvercxKot hr Ta* ai!^ni :if "zztt mxic if v* 
neglect all the kmes diK 1k> 'lii^ dSi^ :>r j>rC rritcj:?! 2^1 
the propello'. abe frktkH: rj^i^sL. izii "Liie jiHifttt* . 1 
energy due to the vxwk ai»:eSei tn- -ith: i^ - t^i^'.:- a 
pushed backward asad dOTrrwird •n- "r^H: a'.^'.r : f v *• 
propeller and tbe ii»ra&^ piiziiift. If tt-*: r»7.r^tsei: 
the velocity of the a€n;ipj£=i^ tT" jidiK- V. iz^i i-'-r 
drift l^ D, thai the tolaZ wcri r%-:;irec ^: ir.v* *:5^:i 
square ft of the aerof^^arie per zzJizj^tjz tt:!: e;-^ :•: 
(V X D), where V is veiKfty ir f^ie: per ri.:rr:^, hzA 



^ is the value of drift iz. pr-^::M* per 5*!:-j.^re f x-t : : 



exposed surface. If V i« in miies pier hoiir, th-e^ the 
foot-pounds of w<Rk req>:red for each siq. fL of sur- 
face per minute is equal to f V . 525«!» • D • -^ *X 
since there are 3280 feet per mile, and W minutes per 
tour. The theoretical HP. required for propelling: 
^ach sq. fL of an aeroplane is. therefore, equal to : 
^. = (V X D > 5280) -^ (60 :• 33000) = iV 
X D) ^ 375 16) 



286 



7 



Where V is thi? 
hour, and D is t 

Since the value I 
normal pressuie. whici 
velocity, the puwi^r i 
varies as V'' X V ^ \ 
That means, that if we^ 
of the machine we have 
motor eight ti mes ; and I 
times, we must eniar^' i 
The additional weight i 
poon eliminates the advaJ 
a jfreator lifting forte i 
so that the velocity ofij 
limited by this factor. 

Table No. 6 shows t 
required for pfopeliir 
ranging from 5 to 100 r 
of inclination of 5 deg] 
this we find that ' 
hour, the lifting forci 
the theoretical HP. reqiti 
ft. Assuming that i 
planes and all other ] 
r>00 .st|. ft. and allowing for^ 
brake IIP. retiuired for £ 
pliine at (>() miles i>er hourj 
28.0 HP. and to drive the^* 
per hmir. Ihe brake HP. : 
129.0 HP. 
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DIFFERENCES IN DESIGN OF AUTOMOBILE 
AND AEROPLANE MOTORS. 

Until very recently, most of the aeroplane motori 
were designed by modifying the automobile engim 
so as to adapt it for the particular requirements < 
the flying machines. The most important changi 
that were found necessary in redesigning the auto 
mobile gas-motor for use in aviation are as follows 

(1) Reduction of weight to a minimum, consist 
ent with strength and power output. 

<2) Reduction of length of stroke, to minimi; 
tihe weight per horse-power. 

(3) Making all parts positive in their action am 
providing duplicate equipment to insure absolub 
reliability, or continuous action of the motor, 

(4 ) Designing every part for nuuEnnani efficienc) 
of the motor, regardless of cost. 

(5) Making the operation of the motor as nearlj 
automatic as possible. 

(6) Adjusting the length of connecting rod, sia 
of combustion chamber, and valve mechanism to pro 
vide for the effect of higher altitudes upon the cylin- 
der compression and suction. 

It was found, by actual tests, that as a result of tht 

lower atmospheric pressures at high altitudes, the 

HP. output of an ordinary automobile gas motor is 

reduced in the following manner : 

At 4,000 ft. above sea level .... 15% reduction 

At 7,000 ft. above sea level .... 25% reduction 

At 17,000 ft, above sea level 50% reduction 
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'*.i.:>: vA.ves are combined in one double disk valve, 

Thr :^.:::or. system of the latest t>'pe of aeroplane 

• ■ : r r.;\s :* duplicate generating: equipment, consistr 
■ - :" .1 h:^h tension magneto and a batteiy; also a 

• - : .;\^' sc: o: connections and spark plugs to insure 

: ••..:.:> sor\-:ce. The use of tlie high tension 

• .s-.:; >.r::7lir.es the connections and eliminates 
". -: •;! ..: ;r. joils. vibrators and condensers. 

\ :•£ :\i;:s o: the engine are veiy carefully . 

•.V. :; N.-.vc' weight and to insure positive 

> 'Jt' :Nr cost of manufacturing the motor is 

;... ■ .■;:.<:v.itration. the main pi"ovision being 

• : I .:-^:er. to insure lightness consistent 

-:.::• .."i :-ie*.:abiIit>'. since a break down 

■ : ■ . > .V. :h:s v:ase fatal to both the flyer 
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QL E5T10N OF WEIGHT. 
V '.* ;v. V. i.e..: :ir. :: the modern gas motor was 
:>i' .:;U"::*v.v..v.p :'.-.v:::' :r. adapting it universally for 
v-viv.'".".c ".■.-V.cvr. :'.y:r.c machines. Various other 
^ot/'.s .*: "*..:. ve voAt" wero tried, some with more 
or *A\<ci sv.v\c>s o:: s'r.or: :!:ghts; but none of those 
pri!v.o :v.o\0!^ car. con:pe:e with the recent high- 
I.v\\eix\i aviation gas-motors having a weight of 
S W S ivHiuds per horse-power. 
fll^ wM^ successful steam power plant designed 

laxim for driving an aeroplane, 
lbs. per HP. This did not include 
I and water supply, which would 
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lake it impracticable to operate the machine at any 
onsiderable length of time without landing. 

The same objection of excessive weight per HP. 
Lolds true with electric propulsion by means of stor- 
age or dry batteries, although several successful 
[lights of short duration were made by the use of 
primary cells. 

The weight of the modem aeroplane gas motor is 
usually reduced in the following manner : 

(1) By cutting down the ratio of stroke to diam- 
eter; 

(2) By increasing the number of cylinders and 
arranging them in such a manner as to reduce the 
size of the crank shaft and case ; 

(3) By using high-grade materials of construc- 
tion such as cast and forged steel for the engine 
parts, copper jackets, aluminum cases and cylinder 
heads, etc., and machining the metal very carefully ; 

(4) By reducing the weight of valve parts and 
combining the inlet and exhaust valve ; 

(5) By eliminating the flywheel and muffler. 
The recent developments along these lines have 

brought the aeroplane motor to its practical mini- 
mum weight per HP. so that the present efforts of 
iesigners are directed more towards rendering this 
motor more efficient and reliable. 

RATIO OF STROKE TO DIAMETER. 

In the automobile engine the length of stroke is 
povemed by the requirements of the connecting rod, 
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which is made as long as possible in order to obtain 
a smoother distribution of power and to reduce the 
side pressure upon the cylinder wall when tiie con- 
necting rod is at its maximum angle. A longer stroke 
also results in greater efficiency, since it permits of a 
more complete expansion of the gas. In the aeroplane 
motor the length of stroke is limited by the fact that 
for minimum weight per HP. the stroke should be 
nearly equal to the diameter of bore. Since reduc- 
tion of weight is of prime importance for aviation 
motors, the ratio of stroke to diameter is in tiiis case 
made very small, the two being nearly equal ; and in 
some cases, the length of stroke is even smaller than 
the cylinder bore. The uneven torque resulting from 
the shorter stroke is overcome by using a greater 
number of cylinders. The side pressure on the cylin- 
der walls due to the shorter connecting rod is reduced 
by offsetting the crank shaft as explained in Chapter 
III (see "Crank Shaft") . This also helps to improve 
the efficiency and power output of the motor. 

NUMBER AND ARRANGEMENT OF CYLINDERS. 

The power output of any gas motor varies as the 
square of the cylinder diameter, assuming an equal 
nvorage piston speed of 1,000 feet and a mean effec- 
tno pressure of 70 pounds per square inch. The 
U\U\\ weight of the motor, including piston, crank 
sh^^ft and case, varies as the product of the area of 
— Mnder times the length of stroke. But since 
of cylinder bore depends upon the square 
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)f its diameter, and since in aviation motors the 
{troke is nearly equal to the diameter, the weight 
)f the motor varies approximately as the cube of the 
liameter. 

By making the size of the cylinder twice as large 
^e, therefore, increase its power capacity four 
.imes ; and we raise its weight about eight times ; so 
iiat the weight per horse-power is nearly doubled 
yy doubling the cylinder diameter. From this it 
follows that four 6x6 cylinders will weigh half as 
nuch as one 12 x 12 cylinder, although the power de- 
i^eloped in both cases is nearly the same. By reduc- 
ing the size of cylinders and increasing their number 
we can, therefore, materially reduce the weight per 
HP. in aeroplane motors. The number of cylinders 
is, however, limited by the decrease in motor effi- 
nency and lessened reliability of action, with the 
reduction in their size. Low efficiency means more 
wreight of fuel per HP., which minimizes the saving 
in weight per HP. obtained by using smaller cylin- 
lers. All these factors must be taken in considera- 
tion in deciding upon the number of cylinders best 
idapted for any particular machine. 

The arrangement of cylinders at various angles 
iround the crank shaft in the forms of V, X, fan- 
shape or radiating all around the shaft, is shown in 
Figs. 22, 23' and 24. This reduces the length of 
3rank shaft and the size of the crank case, which 
results in a considerable saving of weight and 
naterial. 
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CRANK SHAFT CONNECTIONS. 

By connecting the pistons of the radial cylim 
:o the crank shaft at opposing angles ^ 
more continuous form of power, which permiti 
reduction, or total elimination of the weight ofm 
fljrwheel. This aiTangement also results in a l 
uniform rotary toi-que and better conditions 1 
lateral stability. The shorter length of connei 
rods, made possible by their radial connection tiQil 
the crank shaft also helps to reduce the weight of tb(| 
motor, but the increased thrust upon the t 
due to a greater number of cylinders per bes 
area calls for better material and more careful c 
struction to provide for the additional stresses. 

QUESTION OF CONTINUITY OF SERVICE. 

To insure continuous service of the various pi 
of the motor, many of these parts are duplical 
and more than one method is provided for operal 
them, so that when one system breaks do^vn 
arrangement is made for using some other mel 
of operating that part of the motor, so as to keep 
the velocity of the machine necessary to overcome' 
weight and to move it foi-ward, until a convenit 
landing can be made and the damage permanail 
repaired. 

COOUNG SYSTEM. 



In aviation motors using the air cooling 
the cylinders are built with projections or rib- 
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the outside, to increase the radiating surface. This 
is often supplemented by a fan, driven at high speed 
from the main shaft to increase the rate of air cir- 
culation. With air-cooled revolving cylinder aero- 
plane motors, the cooling fan is omitted, since the 
high speed of the cylinders provides sufficient cir- 
culation. In all aviation motors, the rate of cooling 
is greatly increased by the velocity of the air, es- 
pecially at high altitudes, where the rate of heat 
radiation frequently becomes too rapid and results 
in a considerable loss of power output and lower 
efficiency. 

With a water cooling system, the jackets are usu- 
ally made of very thin steel, or of electrolytic copper 
sheets, to save weight and to provide a good radiat- 
ing medium. The water is circulated by means of a 
circulating pump of either the rotary or centrifugal 
type, to insure positive action; and the radiator is 
built in such a manner as to provide means for cir- 
culation by the natural, or thermo-siphon process, in 
case the circulating pump should fail. 

LUBRICATION. 

Oil is supplied to the various bearing points by the 
positive, or forced-feed method, the oil circulating 
pumps being driven from the crank shaft. The 
splash oiling system is not practicable for aeroplane 
motors, on account of the change in horizontal posi- 
tion and even complete overturning of the machine, 
which would not permit of an equal distribution of 
oil by this method to all the cylinders. In some 
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of the revohing t3rpes of motor, the non-retarn 
forced-feed system of lubrication is employed, the 
oil being pumped to the bearings and allowed to es- 
cape to the air. This is wasteful, but more reliaUe, 
since it eliminates the danger of clogging up Ite 
lubricating syston by the repeated circulaticm of 
the same oil. 

SPECIAL HEATING COILS. 

On account of the low temperatures encountered 
at high altitudes, the modem types of aeroplane 
motors are usually supplied with heating coils placed 
ai"ound the fuel and oil supply piping to overcome 
the difficulty of operating the motor at freezing tem- 
peratures. Similar coils are provided for warming 
the operator's compartment in machines designed 
for flying at high levels for any length of time. 
These heating coils are supplied with burned gases 
from the exhaust pipes and they act in this case as 
mufflers, partly deadening the roar of the motor 
peculiar to all aeroplane machines. The addition of 
heating coils tends to decrease the power output and 
efficiency of the motor, on account of the increased 
back-pressure created in these coils, but this loss 
is fully justified by the gain in i-eliability of senice 
and the added comfort to the pilot. 

"EED REGULATION. 

best adapted for running at con- 
g it the ideal source of motive 
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power for aeroplanes, which are usually driven at 
nearly the same velocity. In most cases, the pro- 
peller is connected directly to the crank shaft of the 
engine; in fact, in the recent types of aviation 
motors, the propeller shaft and the crank shaft are 
made of one piece. This construction is used in the 
Mercedes-Renault V-type twelve-cylinder engine 
shown in Fig. 82. The crank shaft in this engine 
has a diameter of 60 mm. (millimeters) at its main 
portion, which is increased to 68 mm. at the end 
where the propeller is attached, to provide for the 
greater stress in material due to the centrifugal 
action of the propeller when running at high speed. 
Whatever small variations of speed may be de- 
sired, can be obtained by controlling the size of 
opening of the fuel valves, or by adjusting the time 
of ignition so as to vary the cylinder compression. 

The minimum speed of the aviation engine is lim- 
ited by the drop in efficiency and the resulting 
decrease in the velocity of the aeroplane when the 
motor is operated at low speed, which velocity may 
not be large enough to overcome the total weight of 
the machine. On the other hand, the maximum 
velocity of the motor must not exceed the value at 
which the peripheral speed of the propeller blades 
becomes higher than 18,000 feet per minute, in which 
case the large stresses in the blades may cause them 
to be thrown off the shaft. 

The peripheral speed of any revolving body is 
the speed of its extreme edges traveling in a circular 
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path. Thus, a propeller having a diameter of 8 feet, 
find driven at 500 revolutions per minute, has a peri- 
pheral speed at the tips of the blades of 8 x 3.1416 
> 500 = 12,566.4 ft. per minute. Now. if the engine 
speed were increased to 1,000 revolutions per min- 
ute, the blade velocity would reach a value of about 
25,133 ft. per minute, which would probably break 
the blades, leading to disastrous results. This fac- 
tor, therefore, limits the maximum allowable speed 
of the aeroplane motor. 

THE EFFECT OF THE PROPELLER. 

The surfaces of the propeller blades are curved in 

such a mannei- that the edge of each blade has the 

I same shape and direction in space as the thread 

very large sciew, somewhat larger in diameter than 
[ the actual diameter of the propeller. Such a cuned 
f body is usually said to have a helical surface, 
I in nmking one complete revolution through some 
I Bon-yieiding medium, the blades would move for- 
I *»»^ the full distance of the pitch of the large screw 
I li«w which it originated, in the same manner as an 
I ajfti'-*- screw moves forward the distance of its 
I ^^wii«n it is rotated in a stationary threaded nut. 
I «^|ia(ti of the propeller is only a theoretical dis- 
^■^^^^^ is never actually attained in practice, 
^^^■^^Bi^ yielding substance, and as result of 
^^^^^^^^^H^^SLys slips back a certain 
^^^^^^^■■ffif the shaft. The relation be- 
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tween the actual and theoretical forward velocity of 
the propeller may be expressed by the formula : 

V = R X 60 X (P — S) H- 5280 = R X 

(P _ S) -^ 88 (7) 

Where V is the actual forward velocity of the pro- 
peller, in miles per hour, R is the number of revolu- 
tions per minute of the propeller shaft, P is the theo- 
retical pitch in feet, and S is the slip per revolution, 
in feet. 

The effect of the propeller slip is to reduce the 
actual velocity of the machine to about 70% of the 
theoretical value. The action of the propeller results 
also in a loss of energy to the air, due to the back- 
ward velocity imparted to the column of air which is 
pushed back by the blades at every revolution of the 
shaft. 

In general, the active force, or dirust of the pro- 
peller varies as the square of the number of revolu- 
tions per minute. Since the power utilized in driv- 
ing the plane varies as the cube of the revolutions 
per minute, the thrust per HP. varies inversely as 
the speed of the propeller shaft, all other things 
being equal. 

That indicates that an increase in the speed of 
the propeller results in a decrease of its efficiency. 

The weight that can be sustained by a certain 
horse-power transmitted to the propeller varies 
directly as its diameter, so that by making the pro- 
peller large enough, we can reduce the power neces- 
sary to lift a certain weight. It was calculated that 
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a propeller having a diameter of 200 feet wou 
powerful enough to sustain the weight of an av< 
man, using his muscular power. 

From the above it would be natural to cone 
that for greater effectiveness and efficiency, 
aeroplane propellers should be made fairly larg( 
driven at low speeds. But on account of the ; 
tical requirements of very high aviation veloc 
especially for certain types of military aeropl 
the propeller speeds of modem machines are us 
high, which means that the diameters must be c 
spondingly decreased to prevent excessive perip 
speeds of the blades. 

MOTOR RATING. 

The general method of estimating the brake h 
power of a gas motor can be applied to avi 
motors with certain modifications. If we assun 
average piston speed of 1,000 feet per minute 
a mean effective pressure in the cylinder c 
pounds per sq. inch, then we can use the same 
as for automobile engines, namely : 

HP. = (d' X n) ^ 2.5 

Where HP. is the total horse-power output o: 
motor, at the brake, d is the diameter of cyl 
bore in inches, and n is the number of cylinders. 

On account of the larger compression values 

in aviation motors, resulting in higher efficiei 

the actual ratings of a great number of these 

Stt compiled by Dr. Hele-shaw, whic 
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suited in a higher average rating, based on the diam- 
eter of bore, viz. : 

HP. = (d« X n) -^ 2 (9) 

where the letters have the same meaning as in 
fom/ula (8). 

In case the actual piston speed of the motor is 
either higher or lower than 1,000 ft. per minute, 
the rated HP. is increased or decreased in the same 
ratio. 

EFPICIENCY. 

Due to the losses in energy which is dissipated to 
the surrounding air, the total efficiency of the avia- 
tion gas motor is much lower than that of the auto- 
mobile engine. The principal power losses in the 
aviation motor, from the fuel tank to the propeller, 
may be classified as follows : 

1. Heat losses: 

(a) Incomplete combustion. 

(b) Low range of cylinder temperatures. 

(c) Incomplete expansion of gases. 

(d) Radiation. 

2. Mechanical losses: 

(a) Compression leaks. 

(b) Back-pressure, 
(d) Friction. 

3. Air losses: 

(a) Propeller slip. 

(b) Energy loss due to backward velocity 
of air imparted by propeller blades. 
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(c) Energy lost due to downward velocity 
of air imparted to it by action of 
planes. 

(d) Friction of disturbed air. 

(e) Skin friction due to high velocity of 
the parts of the machine moving in the 
air. 

As a result of these conditions, the air efficiency 
is usually only about 50% of the total power deliv- 
ered by the motor to the propeller, with the most 
ideal conditions of flight, using an angle of inclina- 
tion of about 5 degrees, and flying at an average 
speed of 40 miles per hour. 

QUESTIONS ON CHAPTER XI. 

1. How does the velocity of an aeroplane affect 
its lifting power? 

2. How does the total area of planes affect the 
lifting power of a flying machine? 

3. Find the velocity required to sustain the total 
weight of 1,000 pounds in a machine having a net 
effective area of 300 square feet, flying with an angle 
of inclination of 5 degrees. 

4. Find the net mechanical power and the thrust 
of the propeller required to maintain the velocity of 
the aeroplane specified in question 3, 

5. Assuming an air efficiency of 60%, find the 
rated HP. and size of cylinders required for an eight- 
cylinder motor to drive the aeroplane specified in 
question 3. 
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6. What features of construction are employed 
to reduce the weight per HP. of aviation motors? 

7. What are the principal requirements of mod- 
em aviation motors? 

8. What are the speed limitations in the aero- 
plane motor? 

9. How is the propeller efficiency affected by its 
diameter and speed ? 

10. Assuming an average value of propeller slip 
of 30%, what is the axial velocity of an aeroplane 
propeller having an eight-foot diameter with a six- 
foot pitch, and driven at 700 r.p.m. ? 

11. Find the peripheral velocity of the blades of 
the propeller described in question 10. 

12. Find the approximate HP. rating of an avia- 
tion motor having sixteen 5-inch cylinders. 

ANSWERS TO QUESTIONS ON CHAPTER X. 

1. The equipment for an electrical self-starter 
consists of an electric motor; an electro-magnetic 
controlling device for connecting the motor to the 
flywheel, and a switch for starting the operation. 
The power is obtained from the dynamo, which is 
also used for battery charging and lighting purposes. 

2. The spark lever regulates the time of ignition 
by moving the outer housing of the commutator for- 
ward or backward from its normal position, and 
thus advancing or retarding the spark. 

3. By operating the throttle lever to control the 
speed of an automobile, we obtain a wider range of 
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si>eeds, but the efficiency of the motor is thereby 
reduced. 

4. In the screw and nut steering gear, the turn- 
ing of the steering wheel causes the threaded sleeve 
to travel up or down the steering post to which the 
screw is fastened. This motion is transmitted to 
the steering lever which operates the steering 
knuckles attached to the front wheels. 

5. The principal parts of the rack and pinion 
steering gear are: the wheel, the post, the worm, 
sleeve and rack, pinion, operating lever, steering 
lever, aiTns and knuckles. 

6. In the internal expansion brake the pressure 
is applied by means of metal shoes, which are forced 
against the inside rim of the wheel by the action of 
springs, toggle joints, levers, or eccentrics. In the 
external expansion type, the pressure is applied ex- 
ternally by a flexible band operated by means of a 
rod or lever. 

7. The total energy delivered by a 20 HP. motor 
per minute is equal to 33,000 X 20 = 660,000 ft. lbs. 
The distance traveled per minute by tiie extreme 
points on the rim of a 12-inch brake at 300 r.p.m. is 
equal to: 

12 X 3.1416 X 300 = 11,300 ft. per minute. 
The force applied at the brake is equal to : 
MOXm -H 11,300 = 58.4 lbs. 

lecessary for brake or clutch 
soefficient of friction ; mechan- 
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al strength, and resistance to the effects of heat. It 
lUst be nearly fireproof without being too brittle. 

9. The following method of procedure should be 
irried out in starting an automobile gas motor : in- 
pection, lubrication, gasoline supply, water supply, 
apply cock, carbureter, emergency brake, ignition 
witch, spark retarded, throttle valver opened, engine 
tarted. 

10. The common operating troubles of the gas- 
riven automobile are: engine troubles, misfiring, 
ngine running hot, slipping clutch, ineffective 
►rakes, defects in transmission, tire troubles. 

11. The effect of a slipping clutch is to reduce 
he speed of the car, or in severe cases this may 
ause the complete failure to transmit sufficient 
>ower from the motor to the wheels to move the car. 

12. The holding power of the clutch may be tem- 
)orarily increased by cleaning the clutch lining with 
gasoline, and inserting between the lining and the 
^ring surface of the wheel some substance that 
^ill furnish enough friction to transmit the power. 
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TYPES OF AVIATION MOTORS. 

Up to the beginning of the twentieth century, the 
construction of aeronautical gas motors was hardly 
developed, except in its experimental stage, primar- 
ily, because actual flight by means of heavier-than- 
air machines was at that time in its very infancy, 
and secondly, on account of the many defects in the 
construction of the older types of automobile gas 
motors which were overcome only recently. When 
the phenomenal success of the Wright aeroplane had 
demonstrated to the world the great possibilities of 
aviation by utilizing the power of the gas motor, 
there was a sudden demand for improved types of 
gas motors designed along new lines, to meet the 
requirement of a concentrated form of mechanical 
power for propelling modern flying machines. 

Naturally, the earliest types of aeroplane motors 
followed vjery closely along the lines of design of the 
automobile and marine gas engines, which were of 
the vertical type, having from four to six cylinders, 
with only a few modifications to reduce the weigW 
iind add to the reliability of the motor. It may b( 
interesting to note that with all the recent wonder 
i\\] achievements in the field of aviation motors tb 
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standard vertical engine is still very prominent and 
is in successful use in many latest tjrpes of aeroplanes 
in the United States and abroad. 

CONVENTIONAL FOUR-CYLINDER ENGINE. 

As an illustration of a modem type of aeroplane 
motor, resembling in many respects the original 
four-cylinder vertical engine used for automobiles, 
may be mentioned the Vivinus aviation motor, shown 
in Fig. 78. The valves of this engine marked (V) 
are all mechanically controlled and are located in the 
cylinder heads. The crank shaft has attached to it 
atone end a pressed steel flywheel (F) punched with 
a great number of holes to save weight. The cylin- 
ders of this motor are water-cooled. The propeller 
(P) is fastened directly to the motor, to reduce 
transmission losses to a minimum. This motor is 
rated at 12.5 HP. per cylinder, giving a total normal 
output of 50 HP., the complete motor weighing 
about 300 lbs., or about 6 pounds per horse-power. 
Such a weight is above the average for modem 
aviation motors, but this engine has won for itself 
a reputation of high reliability and efficiency, and 
rt was used for supplying motive power to the 
Parman biplane in England with great success. 

In some of the more recent tjrpes of four-cylinder 
irertical aviation motors, the cylinders are air cooled, 
n which case it was found that on account of the 
tigher pressures and temperatures developed in 
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aeroplane motors, the enlar^ment of radial 
face by means of ribs was not suflicient to carry 
away the intense heat, and it became necessary tt 




air circulation by means 6i 
I fan inclosed in a proper sM 



TYPES OF AVIATION MOTORS 309 

THE SIX CYLINDER VERTICAL AVIATION 

MOTOR. 

When the number of cylinders of an aeroplane 
engine is increased to six or more, the flywheel is 
often eliminated, and the effect of the propeller is 
utilized to supply a steady rotary motion to the crank 
shaft. In a two and four cylinder engine, the fly- 
wheel is usually required on account of the relatively 
long intervals between power impulses to the shaft ; 
but with the greater number of cylinders, the power 
is more nearly balanced, since the explosions occur 
nif^re frequently, and the inertia of the rapidly 
whirling propeller blades is then sufficient to insure 
a uniform torque and continuous operation of the 
motor. 

As a typical example of one of the latest six- 
cylinder vertical motors used for propelling mili- 
tary aeroplanes, we have the Benz engine shown in 
Figs. 79 and 80, described in detail by Mr. E. H. 
Sherbondy in the "Gas Engine" magazine of Novem- 
ber, 1917. This engine, and a twelve-cylinder motor 
of the Mercedes type, shown in Fig. 82, were shot 
down in France during the year 1917, and were 
given by Baron Charles Huard to Mr. Sherbondy, 
who made a careful study of their details after they 
were completely dismantled. 

Referring to Fig. 79, which is a longitudinal view 
of the Benz six-cylinder aviation motor, the cylin- 
ders are made of cast iron, carefully machined, and 
the water cooling system consists of a continuous 
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■jacket chamber welded on to the cylinders. The 
diameter of combustion chamber is about 5'/S inches 
(140 millimeters) . The inlet and exhaust valves are 
all mechanically operated from the cam shaft by 
means of veiy light push rods and rocker arms, as 
shown in Fig. 80, which is a cross-section through 
the center line of one of the cylinders of the same 
engine. The fuel is supplied by means of a float- 
feed type of carbureter, and the products of com- 
bustion are exhausted directly into the atmosphere. 
Ignition is supplied by a high-tension magneto, and 
the entire ignition equipment is duplicated to insure 
continuous action. Positive lubrication is provided 
by means of a gear pump which forces the oil to the 
various bearing points under pressure of about 60 
pounds per square inch. This oil pump has two 
auxiliary plunger pumps for drawing the fresh 
supply of oil from a large outside tank. The pro- 
peller is direct-connected to the main shaft and per- 
forms the additional function of a flywheel. The 
same type engine, having four 130 x 180 mm. cylin- 
ders, won the first prize in the Kaiser Prize Contest 
for aviation, when it developed 103 horse-power with 
a speed of 1,290 revolutions per minute. 
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ling 221/2 horse-power at normal speed, giving a total ( 
■lated output of 90 HP. The magneto (M) is located | 




Cross- Section 
$ix-Cylind£t:BcazNotor ' 

at the center, and the valves (V) are all in the cylin- 
der heads. 
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All the parts of this motor are built of high-grade 
materials, the cylinders being of vanadinn alloy 
iron, and the water jackets and cylinder heads made 
of a special aluminum alloy, known as magnalium, 
to save weight and still preserve the required 
strength. This results in a weight of only 2.5 pounds 
per HP. Some of the features of construction of 
the Call aviation motor are: the splash-feed oiling 
system; auxiliary exhaust ports to provide more 
effective scavenging of the cylinders, and the use of a 
muffler to deaden the roar of the motor. 

V-TYPE MOTORS. 

As a distinct departure from the conventional 
automobile engine, the V-type aviation motor holds 
at present the most prominent place, on account of 
the great'saving in weight of connecting rods, crank 
shaft and crank case which is made possible by this 
arrangement. The great economy in space obtained 
due to the V-shaped position of the two rows of cylin- 
ders permits of an increase in the number of smaller 
sized cylinders, which is also a factor in lowering the 
weight per HP. developed by the motor. These ad- 
vantages have been fully appreciated by the pioneers 
of modern aviation as demonstrated in the later 
types of the Wright and Curtiss engines, and this 
type of motor is now being universally employed for 
military machines designed to fly at high velocities, 
and therefore requiring a large number of cylinders. 

The 12-cylinder V-type motor of the Mercedes 
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type, built by Rcnaolt, is sho\i'n in Fi^. 82. wliioh i>. 
across section throu£^ the middle of on«: paii of 
cylinders: Some of the notable features of dt .>./.'. «>} 
this motor are: the sjmnietrical arrangement o: i-M 
the parts; the oweAtmA cam ihafu o\M:nxV!.y ''/). 
valves of each cylinder '; the dup]:<:i.\*-<i ignition < -. ..;>- 
* ment; and the elaborate water cooling system. 

Pigr. 83 is a general view of li.e l<>-^y!.'.'i«-» 

Atttoinette motor, which uses a J^yj^tern of f ^tl ;.'. t r- 

tion by means of individual plung^er pii.'.'.]>^ ^i." ■:;-.! 

to the method employed in the *jr:^hiA Diesel v^i..- 

motor. The inlet valves in tJ:j.'^ e::ji?j»:e aie i. .v^- 

^tically controlled by the suctioii cieiAed :?: t?.*- 

cylinders. The motor is watei*-c<>jled hy n:<ra?.^ oi 

copper jackets, and the spec-d i.s jv^rulaled l.»y \;.»y- 

ingthe quantity of fuel injec-ted uiifj t)i«- <yl:iifie]'.s. 

This motor is rated at 100 HP. at noimal .'^i>eed 

THE WRIGHT MOTOR 

Among the earliest tj'pes of Amei'ican aviation 
Jliotors, the Wright engine iif still con.sidej-ed to l^e 
One of the most reliable, safe and efficient madJnes, 
although the original Wright \e)tical engiiie weiytied 
llearly 6 pounds per hoi*se-po\vei-. This engine later 
Save way to an improved Y-typa 8-cyJinder motor, 
Imown as the "Racer," rated at 60 HP. when running 
at 1200 revolutions per minute. 

The Wright motor is made up of cast iron cj^lin- 
ders, of aluminum crank case and water* jackets, 
nickel steel solid crank shaft and cam shaft. It has 
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no carbureter, the fuel being supplied directly to the 
mixinjr chamber by means of a small gear pump. 

The ignition system consists of a high-tension 
magneto having a moveable field magnet which is 
arranged around the armature in such a manner that 




Fig. 83 

Sixteen-Cylinder V-Type AntoinetlE Motor 

it always gives the maximum current at any position 
of the spark. The water cooling system includes a 
centrifugal pump and a copper tube radiator. 

The Wright engine is very popular in France, 
where it is manufactured in great quantities and it 
is known there as the Wright-Barriquand motor. 

The enoiTOOus achievement of the Wright Broth- 
ers as pioneers of aviation may be appreciated from 
the fact that although their machine was the first 
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one to leave the ground under human control, yet 
with all the i-ecent advancement in aeroplane motor 
construction, their original engine is still in a posi- 
tion to compete with the latest types of aviation 
motors. 

THE CURTISS MOTOR. 

One of the most successful V-type motors during 
the early stages of American aviation development 
was the 8-cylinder V-type Curtiss motor, rated at 
50 horsepower. This engine was built along the 
lines of automobile motor design, only with a more 
careful selection of materials and a greater amount 
of machining, which brought the weight of this 
motor down to about 3.2 pounds per HP. 

On account of the high compression employed in 
the Curtias V-type motor, it is provided with an 
elaborate water-coobng system, including cylinder 
jackets and a radiator i-esembling in many respects 
the type used for cooling large automobile motors. 
The successful flights made by the early Curtias 
V-type motors have demonatrated conclusively the 
advantage of this arrangement of cylinders for 
aviation purposes. 

FAN-TYPE MOTORS. 

In order to reduce the weight of the aviation motor 
still further and at the same time to obtain a bal- 
anced ariangement of cylinders, the fan-type and 
star-type motors were developed, particularly by the 
Italian and French builders. Among the Italian mo- 
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tors of this type may be mentioned the Anzani and 

the M. A. B. engines, and among the French motors 

of the fan type we find the Farcot, shown in Fig. 84, 

^nd the Pelterie five-cyUnder, air cooled motor. 




Farcot Fan-Type Six-Cylinder Aviution Motor 

.Referring to Fig, 84, which illustrates the Farcot 

ic-cyhnder air cooled fan-type motor, the valves 

; located at the sides of the cyhnders which 

^diatefrom one side of the circular crank-ease (C), 

ferming the shape of a fan. This allows the use 
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a very short crank shaft (s) and short connecting 
rods, which reduces the weight. The other advan- 
tages gained by this arrangement are; general 
smoothness of running, and regularity of power im- 
pulses to the crank shaft. 

STAR-TYPE MOTORS. 

As a natural step in the development of the radial 
type aviation motor, the circular or star type is em- 
ployed in many European aeroplanes to provide for 
more perfect balancing with this symmetrical ar- 
rangement of cylinders. As a typical illustration 
of the star type engine, we might mention the 8- 
cylinder Farcot motor made up of two groups having 
4 cylinders each, placed horizontally around the ver- 
tical crank shaft, each group being spaced sym- 
metricatiy in a separate plane in such a manner that 
the result is an eight-pointed star with the cylin- 
ders spaced at 45 degrees from one another. The 
upper end of the vertical crank shaft has a fan at- 
tached to it. to provide a sufficient amount of air 
circulation for cooling. 

The Farcot 8-cylinder star-type motor has the 
inlet and exhaust valves combined into one for each 
cylinder. The crank shaft is made hollow to save 
weight and to provide a path for circulating the oil 
to the various short connecting I'ods. This motor is 
made in three different sizes rated at 30 HP., 50 HP. 
and 100 HP., respectively, and the average wei^t 
per horse-power of these motors has been reduced to 
about 2.2 pounds. 
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Two5rircLE motors. 

In attempting to lower the weight of the aviation 
motor per horse-power, the two-cycle type of engine 
is employed in some cases on account of the in- 
creased power output of this engine with practically 
the same total weight of its main parts. 

Theoretically, since the complete cycle of a "two- 
cycle" motor is accomplished in two strokes of the 
piston, the output of this type of engine should be 
about double that of a four-cycle engine having the 
same dimensions and operating conditions. But on 
account of the lower efficiency of the two-cycle 
motor, we actually obtain only about 40% increase 
in power while the quantity of fuel consumed is 
nearly doubled. This loss in efficiency, besides being 
wasteful of fuel, requires a greater weight of gaso- 
line or fuel oil to be carried for a given length of 
flight, so that this added weight materially reduces 
the advantage gained by lowering the weight per 
HP. of the engine. 

The best method for comparing the weights of 
aviation motors on the same basis is, therefore, to 
compute the weight per horse-power hour, which will 
then take into consideration the weight of the fuel 
as well as that of the parts of the motor. We will 
find, that based on the average weight per HP. hour, 
the advantage of the two-cycle over the four-cycle 
aviation motor is not as great as might at first be 
expected. 
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A typical two-cycle aviation engine was built by 
E. W. Roberts in two sizes, which were both success- 
fully employed in many aeroplanes. This motor has 
three ports controlled by means of tubular rotary 
valves, which is a radical departure from the stand- 
ard two-cycle motor design. Another important 
feature of the Roberts motor is the provision against 
the danger of suddenly reversing the direction of 
rotation, by using special ignition advance arrange- 
ment and a cellular by-pass from the crank case to 
the cylinder. The smaller size motor has four ver- 
tical cylinders, 4j^ x 5, water cooled, and develops 
52 HP. at 1400 revolutions per minute, with a weight 
X)f 3.17 pounds per horse-power. The larger size 
motor consists of six vertical cylinders having a 
total output of 78 HP. at 1500 revolutions per min- 
ute, with a weight of 2.8 pounds per horse-power. 

Among the American types of two-cycle* aviation 
motors may be mentioned : the Fox motor, having an 
auxiliary fourth part used for scavenging purposes, 
and built in two sizes of 36 HP. and 200 HP., re- 
spectively. These motors have an average weight of 
4 pounds per HP. 

Another two-cycle motor of American make is the 
Eldridge four-cylinder vertical aviation engine, rated 
at 50-60 HP. at a maximum speed of 2000 R.P.M., 
having a weight of 2.5 pounds per horse-power. This 
motor was used successfully in many amateur flights 
in the United States. 
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ROTARY TYPES. 

Many of the recent aviation motors arc con- 
structed with stationary crank shafts and revolvinjf 
cylinders similar to the Adams rotary type of auto- 
mobile engine, described in Chapter IV (see Fig. 24 ) . 
The advantages gained by this method of conHtruc- 
tion are: the greater continuity and smoothncHs of 
operation without the use of a flywheel, and Uu* hi^h 
rate of air circulation, which gives a very (»flicicnt 
and simple cooling system. The valvo mc^dianisin 
and method of fuel supply are much simplified by 
the rotary cylinder construction. Some of tho dis- 
advantages of this type of motor are: the difficulty 
of properly lubricating the cylinders and exc(\ssivo 
stresses in the cylinder material due to tho effect of 
the centrifugal force. 

X— FORM MOTORS. 

Fig. 85 is an illustration of a Gobron-Brille eight- 
(grlinder X form aviation motor which is also used 
for automobiles with a few slight modifications. The 
cylinders are arranged in this motor in four pairs, 
each pair of cylinders being attiiched to one log of 
the X-shaped frame. One of the most remarkable 
features of construction of this motor is the location 
of the combustion chamber in the center, instead of 
in the head of each cylinder, which is provided with 
two pistons. The lower pistons are connected to the 
crank shafts by short rods, and the upper pistons 
are connected to the same shaft by long conne*" ' ' 
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rods passing outside of the cylinders. These rods 
are arranged in such a manner that at each ex- 
plosion in the cylinder the two pistons are forced 
apart, transmitting their power impulses to the 
crankshaft 

The exhaust valves (E) are mechanically operat- 
ed by means of double rocker arms and levers which 
are actuated by cams fastened to the cam shaft. The 
inlet valves are automatic. Ignition is provided by 
two high tension magnetoes (M) driven by worm 
gearing at right angles to the crank shaft. 

The Gobron-Brille motor is water cooled by 
means of a circulating pump, the amount of cooling 
water required being very small on account of 
the peculiar arrangement of cylinders. It is rated 
at 75 HP. and weighs about 330 pounds complete. 

GNOME REVOLVING CYUNDER MOTORS. 

The Gnome revolving cylinder motor, shown in 
Fig. 86, is one of the most successful modem aero- 
plane engines of this type. This motor was em- 
ployed by Weyman in a Nieuport monoplane when he 
won the 1911 Gordon-Bennett cup, and it was also 
used in many successful record flights such as from 
London to Paris, crossing the Alps, and many other 
endurance and altitude trials, which have fully dem- 
onstrated the high efficiency and reliability of this 
motor. 

Referring to Fig. 86, which shows the seven-cyl- 
inder Gnome motor, the shaft (S) is stationary and 
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made hollow to provide means for supplying fuel 
and oil to the revolving cylinders. The exhaust 
valves (V), placed in the cylinder heads, are me- 
chanically operated by rocker arms. The inlet 
valves are located in the piston heads and are oper- 
ated automatically by suction. All the valves are 
counterbalanced by heavy weights to offset the effect 
of centrifugal force. The arrangement of the con- 
necting rods is similar to the same construction of 
the Adam-Farwell rotary motor. One master-rod 
acts directly upon the common crank-pin, and the 
other six rods are linked to it by means of inter- 
mediate levers. 

In the fourteen-cylinder Gnome motor, the cylin- 
der frames are arranged in two planes, seven in each 
plane, spaced in such a manner, that the entire re- 
volving frame has the shape of a fourteen-pointed 
star, with the cylinder radiating at equal angles in 
all directions. 

The propeller (P) is attached directly to the cir- 
cular drum-shaped crank-case (C) as shown in Fig, 
86. 

This construction results in an even, smooth run- 
ning of the motor, the elimination of the weight of a 
fly-wheel, and a perfectly balanced arrangement of 
moving parts. The air cooling system is fully ade- 
quate due to the high rate of air circulation around 
the ribbed cylinder walls, this rapid rate of cooling 
being at times excessive, which lowers the power 
output of the motor. Some of the disadvantages of 
the Gnome motor are: 
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(1) The requirement of employing the wasteful 
non-return forced-feed oiling system, which is the 
only method that can be relied upon to insure suf- 
ficient lubrication of the revolving parts. 

(2) The waste of power used in overcoming the 
additional air resistance to the revolving frame, 
which results in a relatively high fuel consumption. 

(3) The excessive stress in the material of the 
cylinders, caused by their high peripheral velocities 
at normal speed of the motor. 

The standard Gnome motors are built in two sizes, 
one having seven cylinders, rated at 70 HP. and the 
larger one with fourteen cylinders, rated at 140 HP. 
The average weight of these motors is about 2 
pounds per horse-power, which is practically the 
minimum for this type of gas motor. 

THE SUNBEAM AVIATION MOTOR. 

Among the several types of aeroplane motor em- 
ployed for military purposes by the allied nations 
at the battle-fronts of Europe, the Sunbeam engine 
holds a very prominent place. Its chief advantages 
are : A very high degree of reliability due to an al- 
most completely duplicated equipment; flexibility of 
size ranging from 100 HP. to 450 HP. by the use of 
the same model engine and varying the number of 
arrangement of cylinders; adaptability to widely 
varying operating conditions ol climate, altitude, 
pressure, etc., and, finally, standardizatioh of all 
parts, which are made interchangeable, to facilitate 
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manufacturing and repairs. This motor is manu- 
factured in great quantities both in England and in 
the United States, the American engine being made 
by the Sterling Engine Company of Buffalo, N. Y., 
at the rate of about 130 per week, and by many 
large automobile concerns in all parts of the country. 

The American Sunbeam engine has a cylinder 
bore of 4.725 inches, and a 5.118 inch stroke. The 
cylinders are made of aluminum provided with a 
steel sleeve at the bore. To insure continuous serv- 
ice, many parts of the motor are duplicated, each 
cylinder having two inlet valves and two exhaust 
valves, and each group of similar valves being oper- 
ated from a separate cam-shaft. 

One carbureter and one magneto are used for each 
group of three cylinders; and each cylinder is equip- 
ped with two spark-plugs. The 4-cy Under and 6- 
cylinder sizes are built as vertical types; the 8 and 
12-cylinder sizes have the V-type arrangement ; and 
the 18-cylinder size motor has the so-called W-type 
construction, the cylinders being spaced in three 
rows of six cylinders each. 

No exact details of the Sunbeam engine are avail- 
able at present on account of restrictions by the 
War Department. 

THE LIBERTY MOTOR. 

The sudden demand by the United States Govern- 
ment for a modem aviation engine of American de- 
sign and manufacture that could favorable o 
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with the European gas engines, to be used in mili- 
tary aeroplanes, found this country sadly behind 
times in gas-motor development, although the Am- 
erican inventive genius was largely responsible for 
the successful solution of practical aviation by means 
of employing the gas motor. As a result of a tre- 
mendous concentration of hard work combined with 
the best engineering skill that could be obtained in 
the United States, the Liberty Motor was finally pro- 
duced in an astonishingly short period of 28 days, 
from the time the two engineers, C. J. Vincent of 
Detroit and E. J. Hall of San Francisco, sat down 
at their first conference in a room of Hotel Willard, 
to the final assembly of the motor when it was ready 
for the government test. 

On account of the military importance of this 
motor there is very little information available as 
to the details of its construction. From the general 
description of the Liberty Motor used for mili- 
tary trucks and aeroplanes, as published in the 
"Journal of the Society of Automotive Engineers," 
for September, 1917, we can conclude that this en- 
gine embodies all the latest improvements in gas- 
motor design, particular stress being laid upon re- 
liabilitj^ of service and standardization of all parts. 

The Liberty Motor for trucks is built in two 
types known as Class A and Class B, the latter be- 
ing about 120 lbs. heavier than Class A engine, and 
both engines being of the same design, except hav- 
ing different sizes of cylinder bore. The aviation 
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motor, rated at 275 HP., weighs only 495 pounds, 
or about 1.8 pounds per horse-power, while the 
minimum reached by the standard P^uropean avia- 
tion motors is about 2 pounds per HP. 

The Liberty Motor as used for aeroplanes is made 
in sizes ranging from 4 to 12 cylinders, and it is 
equipped with two independent ignition systems. It 
is designed to give full normal power only at low 
pressures actually encountered at high altitudes dur- 
ing operation in the air. It uses a full pressure lubri- 
cating system to insure a continuous positive oil 
supply, and all the parts are standardized and made 
interchangeable. 

Some idea of the actual performance of the "Lib- 
erty*' motor may be obtained from an account of a 
test of speed and endurance of this engine, published 
in the "Chicago Daily News" on November 17, 1917, 
entitled : 

LIBERTY MOTOR SETS A MARK. 

Ralph DePalma travels 633.12 Miles in 6 hours at 
Sheepshead. 

This set the record of 105.6 miles per hour, as 
against the former average of 94.4 miles per hour. 

This wonderful record of power capacity and en- 
durance of the Liberty motor which was designed 
and built in such a short time, shows the great pos- 
sibilities of American engineering skill and enter- 
prise when aroused to their full power by an urgent 
national demand. 
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WEIGHTS OF STANDARD AEROPLANE 

MOTORS. 

The comparative weights of standard types of 
aeroplane motors in pounds per horse-power are 
given in Table 7, which also contains their principal 
dimensions, normal speeds and HP. ratings. These 
values are only approximate, since they depend upon 
varying conditions of operation. 

PRESENT UMITATIONS. 

A great many of the gas-motor problems have 
now been successfully solved, and most of the glar- 
ing defects inherent in the old types of the gas en- 
gine have almost been entirely removed. Still, we 
find ourselves at present with only a very crude 
method of converting heat into mechanical work, 
judging by the best thermal efficiencies that can be 
obtained with the latest types of gas motor, which 
rarely exceed 25%. That means that we are still 
wasting three-quarters of the heating value of the 
fuel in our most efficient form of engine. We have 
already pointed out the various thermal and me- 
chanical defects of the present type of gas motor 
that contribute to these losses, such as: partial ex- 
pansion, improper mixtures, low compression, incom- 
plete combustion, back-pressure, limited range of 
temperatures, radiation and friction losses, etc. 

With the advent of the special aviation gas engine 
we are confronted with new problems created by 
the peculiar conditions under which the aeroplane 
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Name at Motorj 



Type 



Wright. 



SotsjmI 



K P M 



H P 

P^UiJ 



HP Uf- 



Vertical 4-cyL 4H X4 



ISrjo 



30-55 



Ourtias 


Vertical 4-«yL ' 








Wobelcy 


Vertical 4-«yL . 


3^X54 


Wolseley 


V-type8^-l. ' 


3HX54 


Harriman 


Vertical 4-cyl. i 


Green 


Vertieal 4-cyl. ■ 


*H X4J4 






Green 


V-type8-cyi. ; 


54 X5fi 






Hendee 


V-typc 8-cyl. 


4 X4 4 


Roberts 


Vert. 4-c>L . 
2-cj-de 


44X5 



13» 



30 



UVj 



'^} 



*d} 



14» 



3f>-.% 



\V¥>-UlTj .if >-.*>, 



IIVJ 



€0 



'xm;5 



Urxj 



52 
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3 24 



4 6 



4 



3 44 



3 



4 3 



3.17 



Roberts 


Vert. 6-c>'l- 
2-cycle 


1 
4 4X5 

4 X4 


1500 


7S 


2.8 


Pipe 


V-tj-pe 8-cyl. 


IJfJO-K^.Vj 


.V>-70 


1 5 






Maxim 


Vert. 4-o-L 


5 X5U 


14VJ 


S7 


2 .54 


Antoinette 


V-tjrpe 16-cyl. 






ux> 












Call 


Horiz. Opposed 
2-cyl. 






45 


3.0 








1 


Call 


Uoriz. Opposed 
4-cyl. 






90 


2.5 










Adams-Farwell. 


Rotary 5-cyl. 


6 X6 


1000 


1 72 








Meta 


Rotary 7-cyl. 


6^X6^ 


800 


125 


3.0 






Fiat 


V-type, 8-cyl. 


4 3X4.1 


1700-2000 


35-40 








Renault 


V-type 8-cyl. 


3.5X4.7 


1500-1800 


45-55 


6.5 


Farcot 


Horiz. Circular 
8-cyl. 






30, 50, 100 


2.2 










Clement 


Fan-type 7 cyl. 


4.3X4.5 


1200 


50 


3.8 


Gobron-Brille. . 


X-type 8-cyl. 






75 


4.4 










Gnome 


Revolving, 
14-cyl. 


4.4X4.8 


1300 


100 


2.2 


Sunbeam 


W-type, 18-cyl. 


4.3XG.3 


1800 


476 


3.36 
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motor has to operate. The present difficulties of the 
aviation motor have been very clearly pointed out in 
a public address by Prof. W. F. Durand, of Leland 
Stanford University, on "The Aircraft Problem," 
in the following manner : 

'Two or three problems not solved yet are of 
special importance. One is, supercharging airplane 
engines, the engine to be supplied with means to 
promote the maintenance of the power at high al- 
titudes, and not suffer the loss normally attendant 
upon working in a rarified atmosphere; Another 
problem is modifying at will the pitch of the air- 
plane propeller. It is of small use if the propeller is 
to maintain the same pitch in an atmosphere of re- 
duced density; the engine will speed beyond the 
limit and the rotation speed of the engine will im- 
pose a limit upon the power which could be devel- 
oped. Another is that of the spark plug. It is found 
that in the higher pressure of aeronautic service the 
spark plug based on automobile practice rapidly 
breaks down. The insulating characteristics are 
lost in one hour, or ten hours." 

These problems are now being attacked by means 
of theoretical investigations and practical experi- 
ments, and upon the success of this work depends 
the future development of aviation. 

FUTURE POSSmiUTIES. 

The rapid progress in improving our means of 
communication accomplished by the practical ap- 
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plication of the gas motor for driving the many types 
of vehicles, vessels and flying machines has demon- 
strated the great future possibilities of this motor 
as a concentrated form of motive power. One 
method of improvement upon the present form of 
internal combustion engine is to raise the efficiency 
and method of control of the two-cycle engine so as 
to obtain the full benefit of its greater power output 
with a small sized cylinder. Another promising 
field of research and future experimentation is the 
practical development of the gas turbine on an effi- 
cient basis, which would greatly simplify the use 
of gas power especially for propelling aeroplanes. 

With the reduction in the weight of storage bat- 
teries by an invention of some very light elements, 
the electrical drive of flying machines may again be 
taken up with successful results, which would do 
away with the complicated mechanism of the pres- 
ent types of gas motor. But whether the present 
type of gas motor will still further be improved, or 
whether it will be entirely eliminated by some other 
form of prime mover, it will always hold the dis- 
tinction of having served as the chief factor in 
man's conquest of the air. 

QUESTIONS ON CHAPTER XII. 

1. Why were the early types of aviation motor 
built with vertical cylinders? 

2. What is the most common system of lubrica- 
tion employed in aviation motors? 
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3. What are the advantages of the V-type con- 
struction for aviation motors ? 

4. What are the chief points of superiority in 
the design of radial types of aviation engine? 

5. Give the advantages and disadvantages of 
the two-cycle motor as used for aviation. 

6. How is the length of stroke of an aeroplane 
motor affected by the arrangement of its cylinders? 

7. What are the most notable features of con- 
struction of the Gobron-Brille X-f orm motor ? 

8. Enumerate the advantages of the rotary type 
of gas motor. 

9. What are the chief disadvantages of the 
Gnome revolving-cylinder motor? 

10. What are the main requirements of the mod- 
em gas motor used on military aeroplanes? 

11. What is the arrangement of cylinders used in 
the 18-cylinder Sunbeam aeroplane engine? 

12. Enumerate briefly the present limitations of 
the gas motor used for aviation. 

ANSWERS TO QUESTIONS ON CHAPTER XI. 

1. The lifting power of an aeroplane varies di- 
rectly as the square of its velocity. 

2. The lifting power also varies directly as the 
total area of the planes and of all the exposed parts 
of the machine. 

3. To sustain the weight of 1,000 pounds with an 
area of 300 square feet, the lift per square foot must 
be: 1000-^-300=3.33 pounds. Referring to Table 
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No. 6, we find that with a velocity of 75 miles per 
hour, the lifting power is 3.11 pounds per sq. ft., 
and at 80 miles per hour the lift is 3.54 lbs. per sq. ft. 
The proper velocity is, therefore, about 80 miles per 
hour. 

4. The theoretical HP. required for the above 
machine is given in Table No 6, as 0.0661 per sq. 
ft. The net mechanical power delivered by the pro- 
peller in overcoming the air resistance is, therefore, 
equal to:— 0.0661 X 300 = 19.83 HP. 

The foot-pounds delivered by the propeller per 
hour = (19.83 X 33,000 X 60) ; and the thrust 
equals to:— (19.83 X 33)000 X 60)-^(80 X 5280) 
= 93 pounds. 

5. Assuming an air efficiency of 60 ^;f, the rated 
HP. of the above motor should be : — 19.83 -h 0.6 = 
33.05 HP. 

Using formula (9) , Chapter XI, we have : 

33.05 = d« X 8 -r- 2 = 4d^ Therefore d^ = 33.05 

-T- 4 = 8.26 sq. inches. This calls for a diameter 

of cylinder bore equal to 3 inches. 

6. The weight of aviation motors is reduced by 
making the stroke nearly equal to the diameter ; by 
increasing the number of cylinders and decreasing 
their size ; by arranging the cylinders for the mini- 
mum sizes of connecting rods, crank shaft and crank 
case ; by eliminating as many parts as possible ; and, 
finally, by employing high-grade materials, carefully 
machined. 

7. The principal requirements of modern aviation 
motors are: lightness, reliability, efficiency, auto- 
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matic operation and interchangeable parts. 

8. The minimum speed of an aeroplane motor is 
governed by the velocity required to sustain the 
total weight of the machine, and the maximum speed 
is limited by the peripheral velocity of the pro- 
peller blades. 

9. The propeller efficiency varies directly as its 
diameter and inversely as its speed. 

10. The actual velocity of the prop^eller having a 6 
ft. pitch, driven at 700 r.p.m. is equal to : 6 X 700 X 
0.7 = 2940 ft. per minute. 

11. The peripheral velocity of the blades of the 
8 ft. propeller specified in questior 10, is equal to 
8 X 3.1416 X 700 = 17,600 ft. per minute. 

12. Using formula (9) Chapter XI, the power of 
an aviation motor, having sixteen 5-inch cylinders, 
equals to : HP. = (5 X 5 X 16) -^ 2 = 200 HP. 

ANSWERS TO QUESTIONS ON CHAPTER XIL 

1. The early types of aviation motor were built 
with vertical cylinders on account of the similar con- 
struction used for the automobile and marine engine, 
from which the aeroplane motor originated. 

2. The lubricating system most commonly em- 
ployed in aviation motors is of the force-feed types, 
to insure a positive supply of oil and thus render 
the operation of the motor more reliable. 

3. The V-type arrangement of the cylinders re- 
sults in a shorter crank shaft and a lighter case. 

4. The radial arrangement of cylinders gives a 
perfectly balanced and smooth operation, and a re- 
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duction in weight of connecting rods, crank shaft 
and crank case. 

5. The two-cycle aviation motor developes more 
power for a given size of engine, but it is less effi- 
cient. 

6. The vertical or horizontal-opposed types of 
aviation motor permit of a longer piston stroke on 
account of the greater space provided for the con- 
necting rods. With the radial spacing of cylinders 
the length of stroke is materially reduced. 

7. The Gobron-Brille X-form aviation motor has 
a centrally located combustion chamber, with two 
pistons and two connecting rods per cylinder, the 
outer set of rods being longer than the inner set. 

8. The rotary type of gas motor has a more uni- 
form torque and a perfectly balanced operation. 
This construction gives a greater rate of cooling 
by air, and it eliminates the weight of a fan and of 
the fly-wheel. 

9. The Gnome revolving-cylinder motor requires 
the use of a non-return oiling system, which is waste- 
ful ; it involves a considerable waste in power used to 
overcome the additional air resistance; and it in- 
troduces large stresses in the revolving cylinders. 

10. The gas motor used on military aeroplanes 
must have a high degree of reliability ; flexibility of 
size and adaptability to varying conditions of opera- 
tion; also standardized parts which are absolutely 
interchangeable, to reduce the time of manufacture 
and repairs. 
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11. The 18-cy Under Sunbeam Aeroplane engine 
has the W-t3rpe construction, the cylinders being 
placed in three rows, six in each row. 

12. The present limitations of the aviation motor 
are: 

(1) Reduction of the power output of the engine 
at high altitudes on account of the lower atmo- 
spheric pressures. 

(2) The difficulty of modifying the pitch of the 
propeller according to thte conditions of atmosphefric 
density, to obtain nearly the same power and speed 
with varying conditions of the air. 

(3) The weakness of insulation of the present 
type of spark-plug, which is not adapted for the 
high pressures and temperatures used in aviation 
motors. 



THE END. 
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USEFUL CONSTANTS AND FORMULAE. 

1. Metric Conversion Factors. 

Meters X 39.37 = Inches. 

Meters X 3.281 = Feet. 

Centimeters X 0.3937 = Inches. 

Millimeters X 0.03937 = Inches. 

Inches X 2.54 = Centimeters. 

Ounces X 28.35 = Grams. 

Kilograms X 2.205 = Pounds. 

Liters X 0.2642 = U. S. Gallons. 

Watts -^ 746 = HP. 

Calories (Kilogram — degrees X 3.968 = 
B. T. U. 

(Degrees Centigrade X 1.8) + 32 = De- 
grees F. 

2. Measurement of Circular Bodies. 

Circumference « 3.1416 X Diameter. 

Radius = Diameter X 0.5. 

Area of Circle = 3.1416 X (radius) « = 
0.7854 X (Diameter)-^ 

Area of Sector == 0.008727 X a X (rad- 
ius)^, where a is the angle of sector in 
degrees. 
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Lateral surface of circular cylinder = 
3.1416 X diameter X height. 

Area of each end = 0.7854 X (diameter)*. 

Volume of cylinder = 0.7854 x (diam- 
eter) * X height. 

3. Mechanical Eqinvalent of HeaL 

1 B. T. U. = 778 Foot-pounds. 
1 Ft. Lb. = 0.001285 B. T. U. 
1 HP. = 33,000 Ft. Lbs. per minute. 
1 HP. = 42.416 B. T. U. per minute. 

4. Electrical Units (Direct Current Circi^its.) 

Volts = Amperes X Ohms. 
Amperes = Volts -r- Ohms. 
Ohms = Volts -T- Amperes. 
W a 1 1 s = Volts X Amperes = h m s x 
(Amperes)*. 

5. Rating of Gas Motors. 

(a) General Formula:— HP. = P X L X A x 
N -7- 33,000, where HP. is the Horse-power 
per working cylinder end, P is the mean 
effective pressure per stroke, in pounds 
per sq. inch, A is the area of cylinder bore 
in sq. inches, L is length of stroke in 
feet, N is the number of revolutions per 
minute. 

(b) Standard Automobile motor Formula : — 
HP. = D« -^ 2.5 where D is the diameter 
of cylinder bore (in inches), assuming a 
Mean Effective pressure per cycle of 70 
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lbs. per sq. inch, and a piston speed of 1000 
ft. per minute. 

(c) Average rating of aviation motors. 

HP. = D* -T- 2, assuming a piston speed of 
1000 ft. per minute. 

6. Aviation Formulae. 

(a) P == A X V- -^- 300 where P is pressure in 
the direction of velocity, in lbs., A in area of 
plane, in sq. ft., V is velocity in miles per 
hour. 

(b) N = (P X a) -^ 30 (for angles up to 30^ ) ; 
N = normal pressure, P = pressure in di- 
.rection of velocity, a = angle of inclination. 

(c) N = P (For angles larger than 30°). 

(d) Lift == N X Cosine a. 

(e) Drift = N x Sine a. 

(f ) Theoretical HP. required = (V X Drift) -f 
375. Letters in formulae (c), (d), (e), 
and (f), have the same meaning as in (a) 
and (b.) 

(g) V = R X (P-S) -V- 88. V = velocity in 
miles per hour, R = revolutions per minute, 
P = pitch of propeller in feet, S = slip per 
revolution, in feet. 

(h) HP. = V X T -^ 375; or T == HP. X 375 
-r- V. HP. = power transmitted by pro- 
peller, V actual velocity in miles per hour, 
T = thrust of propeller, in lbs. 
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LP. BATma OF QAS MOTOBS (PSR WORKDVa CTUNDXR END) 

Gompiled by M. Kushlan 



Cylinder 

Bore 
(Inches) 


AUTOMOBILE MOTORS v 




AVIATION MOTORS 




Piston Speed in Ft. per Min. 


Piston Speed in Ft. per Min. 


800 


900 


1000 


1100 


1200 


800 


900 


1000 


1100 


1200 


2H 


2.00 


2.25 


2.6 


2.75 


3.00* 


2.5 


2.8 


3.1 


3.4 


3.7 


3 


2.9 


3.2 


3.6 


3.96 


4.3 


3.6 


4.0 


4.5 


4.9 


5.4 


m 


3.0 


4.4 


4.9 


5.4 


5.9 


4.9 


5.5 


6.1 


6.7 


7.3 


4 


5.1 


5.8 


6.4 


7.0 


7.7 


6.4 


7.2 


8.0 


8.8 


9.6 


i'A 


6.5 


7.3 


8.1 


8.9 


9.7 


8.1 


. 9.1 


10.1 


11.1 


12.1 


5 


8.0 


9.0 


10.0 


11.0 


12.0 


10.0 


11.3 


12.5 


13.3 


15. a 


BH 


8.8 


9.0 


11.0 


12.1 


13.2 


11.0 


12.4 


13.8 


15.2 


16.^ 


BH 


9.7 


10.9 


12.1 


13.3 


14.5 


12.1 


13.6 


15.1 


16.6 


18.x 


BH 


10.6 


11.9 


13.2 


14.5 


15.8 


13.2 


14.9 


16.5 


18.2 


19.8 


6 


11.5 


13.0 


14.4 


15.9 


17.3 


14.4 


16.2 


18.0 


19.8 


21.6 


6li 


12.5 


14 


15.6 


17.2 


18.7 


15.6 


17.6 


19.5 


21.5 


23.4 


m 


13.5 


15.2 


16.9 


18.6 


20.3 


16.9 


19.1 


21.2 


23.4 


25.4 


634^ 


14.6 


16.4 


18.2 


20.0 


21.8 


18.2 


20.6 


22.8 


25.1 


27.4 


7 


15.7 


17.6 


19.6 


21.6 


23.5 


19.6 


22.1 


24.5 


27.0 


29.4 


7H 


16.8 


18.9 


21.0 


23.1 


25.2 


21.0 


23.6 


26.2 


28.8 


31.4 


7K2 


18.0 


20.2 


22.5 


24.8 


27.0 


22.5 


25.3 


28.1 


30.9 


33.8 


7H 


19.2 


21.6 


24.0 


26.4 


28.8 


24.0 


27.0 


30.0 


33.0 


36.0 


8 


20.4 


23.0 


25.5 


28.0 


30.6 


25.5 


28.7 


31.9 


35.1 


38.3 


SH 


21.7 


24.4 


27.1 


29.8 


32.6 


27.1 


30.4 


33.8 


37.2 


40.5 


W2 


23.0 


25.9 


28.8 


31.7 


34.6 


28.8 


32.2 


35.8 


39.4 


43.0 


83^ 


24.4 


27.5 


30 5 


33.6 


36.6 


30.5 


34.3 


38.1 


42.0 


45.6 


9 


25.9 


29.2 


32.4 


35.6 


38.9 


32.4 


36.5 


40.5 


44 5 


48.5 



Note. — The above values were computed, assuming a Mean Effective Pressure for auto- 
mobile motors of 70 lbs. per sq. inch, and for aviation motors M.E.P.=87.5 lbs. per sq. in. 

TABLE No. 8 
344 



APPENDIX m. 

GLOSSARY OF TECHNICAL TERMS. 

Aeroplane or Airplane — Heavier than air flying 
machine opei^ating by means of one or more planes 
moving against the resistance of the wind. 

Angle of Inclination — The angle between the main 
planes and the direction of motion of an aeroplane. 



Biplane — ^An aeroplane having two main planes. 

B. T. U. (British Thermal Unit)— The quantity of 
heat necessary to raise one pound of water one 
degree Fahrenheit. 



Calorie — Quantity of heat necessary to raise one 
kilogram of water one degree centrigrade. 

Calorific Value— The number of B. T. U. of heat 
that can be generated by the complete combustion of 
a unit weight of fuel under the most favorable condi- 
tions. 

Carbureter — A device for vaporizing a liquid fuel 
and mixing it with the proper proportion of air. 

Centrifugal Force — The effect of rotary motion 
upon the particles of the rotating body, tending to 
throw them away from the axis of motion. 

345 
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Circumference — The curved line completely sur- 
rounding a circle. 

Combustion — Burning of fuel with a proper supply 
of oxygen. 

Component — A portion of the total force acting 
upon a body in a certain direction. 

Compression — The pressure to which the gas mix- 
ture is subjected by the piston before it is exploded. 

Cycle — A complete process, made up of a series of 
separate events which are repeated in the same 
order. 



Density — ^Weight per unit volume. 

Diameter — The distance between two opposite 
points on the circumference of a circle, passing 
through the center. 

Drift — The force of air resistance opposing the 
forward motion of a plane. 



Efficiency — The ratio between the output and input 
of energy in any part of a mechanical device. 

Energy — Quantity of available work contained in 
a body. 

Exhaust — The discharge of the products of com- 
bustion directly into the atmosphere or to a muffler. 

Explosion — A rapid rate of combustion. 



Flash Point — The temperature at which gasoline 
or oil vapor is ignited when the liquid is heated. 
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Foree — ^Any natural cause that tends to change 
the physical state of a body from rest to motion, or 
from motion to rest. 

Four-CycIe Engine — A gas motor in which the cycle 
is completed in two revolutions. 



Gear — ^A toothed wheel, used for transmission of 
power. 



Heating Value see Calorific Value. 

Horse Power — ^The unit of power, equal to a rate 
of work of an average horse, which is taken as 
33,000 ft. lbs. per minute. 

Hydrometer — An instrument for measuring the 
specific gravity of liquids. 



Ignition — ^The process of raising the temperature 
of a small portion of any substance to the point of 
burning. 

Indicator Diagram — The diagram showing rela- 
tion of pressures and volumes of the working fluid 
in the cylinder of any engine during a complete 
cycle. 

Induction — Generation in any conducting ma- 
terial of electrical or magnetic energy due to the 
action of another circuit or magnet, through some 
insulating medium. 

Inertia — The tendency of a body to continue its 
state of rest or uniform motion. 
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Internal Combustion Engine — ^Any engine in which 
the fuel is burned directly in the cylinder. 



Lag — Angular retardation in circular degrees. 

Lead — ^Angular advance in circular degrees. 

Lever — A. rod or link used for transmitting me- 
chaliical power. 

Lift — The upward force upon a plane moving 
against the resistance of the air. 

Mechanical Efficiency — The ratio between the 
energy developed in the cylinders and the mechani- 
cal power delivered by any engine. 

Mechanical Equivalent of Heat — The mechanical 
energy necessary to generate one equivalent unit of 
heat. This is equal to 778 ft. lbs. per B. T. U. 

Moment — The effect of a force, equal to the pro- 
duct of that force times its perpendicular distance 
from any given axis. 

Monoplane — ^An aeroplane having one main 
plane. 



Normal Pressure — A compressive force directed 
at right angles to a plane surface. 



Parallel — Having the same direction as a given 
straight line. 

Peripheral Speed — Linear velocity of the extreme 
points of a revolving body. 
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p — Having a direction of right 
angles with reference to a given straight line. 

Potential Di£Ference — The difference in elec- 
trical pressure between two points, which gener- 
ates the voltage. 

Potential Energy — The amount of available 
work contained in a body due to its physical condi- 
tion. 

Power — The rate of performing mechanical 
work. 

Pressure — A compressive force. 



Radiation — Dissipation of energy through space. 

Radius — The distance between the center and any 
point on the circumference of a circle. 

Rating — ^The estimated horse-power output of an 
engine. 

Resultant — The combined effect of all the forces 
acting upon a body. 



Scavenging — Forcing the burned gases out of 
the cylinder by mechanical means. 

Slip — Loss of velocity. 

Specific Gravity — Relative weight of a unit vol- 
ume of any substance as compared with the weight 
of the same volume of water. 

Sulphation — The permanent formation of lead 
sulphate upon the surfaces of storage battery plates 
due to over-discharging. 
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Temperature — ^The intensity of heat, measured 
in degrees. 

Thermal Efficiency — ^The ratio between the heat 
contained in the fuel and the energy developed in 
any heat engine by burning this fuel. 

Torque — The moment of a force acting in a cir- 
cular path described by any point of a rotating 
body. 

Two-Cycle Engine — A gas motor in which the cycle 
is completed in one revolution. 



Valve — A mechanical device for controlling the 
size of opening in a pipe or communicating passage. 



Work — The product of a mechanical force and the 
distance through which it acts, usually measured in 
foot-lbs. or kilogram-meters. 
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